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HOW TO USE 


SUNSET is published each month in three editions: 
Northwest edition for Washington, Oregon, and 
Idaho; Central edition for northern and central 
California, Nevada, and Utah; Southwest edition 
for Southern California, southern Nevada, Ari- 
zona, and Hawaii. Because of climate and other 
differences, many SUNSET articles run in only one 
or two of the three editions. 

You can tell which edition of SUNSET you read by 
looking on the front cover of the magazine. Near 
or within the bottom of the capital letter S in 


THIS INDEX 


SUNSET you will see one, two or three diamonds. 
Three diamonds ®®® mark the Northwest edi- 
tion, two diamonds ®@® the Central edition, one 
diamond @ the Southwest edition. 

In the inaex listings, N denotes Northwest edi- 
tion; C, Central edition; $, Southwest edition. The 
word “‘all” tells you that an article has appeared 
the same month and page in all three editions. 
Index listings are written as follows: May 76 N, C 
(May, page 76 Northwest and Central editions) ; 
June 178 S (June, page 178 Southwest edition). 
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AFRICA 


Egypt: Cruise to Abu Simbel on upper Nile, 
Nov 62 all 
Tangier, May 36 all 


ALASKA 


Aleutian cruise by mail boat, Apr 24 all 
Mount McKinley N-P., natural zoo, 
June 65 all 


ARIZONA 


Apache tear collecting, near Superior, 
May 35S 

Arizona, Sunset book, Mar 73 all 

Colossal Cave, southeast of Tucson, 
Mar 46 all 

Dinosaur Caverns, near Seligman, July 3S 

Flagstaff: All-Indian Pow Wow, 
July 6S 

Ganado Mission, Navajo Indian 
Reservation, Ganado, June 71 all 

Glen Canyon, Colorado River, Apr 58 all 

Grand Canyon N.P.: Christmas holidays at 
Phantom Ranch, Dec 22 all 

Hoover Dam, Mar 23 all 

Navajo Indian Reservation, new highway, 
Aug 6S 

Old Tucson, full-scale replica of Tucson, 
Nov 67 N, 48 C,S 

Prescott: Smoki People ceremonials, 
Aug 38 all 

San Xavier del Bac, near Tucson, Nov 80 all 
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TRAVEL 


ARIZONA (Cont.) 


Scottsdale: American Heritage Wax 
Museum, Jan 4S 
Tucson 
Art and craft shopping, Dec 32 S 
Fiesta de los Vaqueros, Feb 6S 
Verde Valley, 5-page feature, Nov 18 all 
Wickenburg: Gymkhana-rodeos, Feb 35 all 
Window rock: Navajo Tribal Fair, Aug 30 N 
Winslow to Phoenix, scenic route, Apr 29 all 
Yuma Territorial Prison, Feb 50 all 


BEACHES AND COASTS 


Battle Rock State Park, southern Oregon 
coast, Aug 15 N,S 

Bolinas Lagoon, Marin County, Calif., 
July 4C 

Cholla Bay, Sonora, Mexico, Jan 19 all 

Hazard Canyon, So. Calif., hike to south of 
Morro Bay, Mar 3S 

Island in Time: The Point Reyes Peninsula 
(No. Calif)., book review, Nov 33 all 

Long Beach, Los Angeles harbor touring, 
Aug 3S 

Marine fossils on Northwest shores, Nov 3 N 

Marrowstone and Indian Islands Puget 
Sound, Wash., Mar 3 N 

Mendocino Coast, No. Calif., 8-page 
feature, Oct 74 all 

Morro Bay, Calif., clamming at, Feb 4S 

Oregon coast via Nestucca River Rd., 
between Carlton and Beaver, Sept 4 N 


BEACHES AND COASTS (Cont.) 


Remote beaches, between Coos Bay and 
Bandon, Ore., May 4 N 

Santa Catalina Island, feature article, 
Sept 56 all 

Shell collecting, 8-page feature article, 
July 56 all 

Shell collecting regulations, July 1083 all 

Summer visits to seashore, No. Calif., 
July 3 C 

Washington beaches in winter, Feb 3 N 


BOATING 


Blake Island State Marine Park, Wash.. 
July 3 N 

Blue Spring, Snake River, Idaho, Apr 23 N, 
22S; Aug 20 C 

Boat carrier, car-top, Nov 48 N 

Captain’s Dinner, last night out, 
June 142 all 

Elegant dinner afloat, July 114 N 

Glen Canyon, Colorado River, 
Apr 58 all 

Moorages, Puget Sound, May 40 all 

Puddingstone Reservoir, San Dimas, Calif., 
Mar 8S 

River rafting in Jamaica, Oct 32 N, C 

Salton Sea State Park, So. Calif. 
Feb 48S 

San Francisco Bay Area, sailing season 
opening, May 3 C 

White Water Boat Parade, McKenzie 
River, Ore., Apr 7 N 


SUNSET INDEX 
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CALIFORNIA 


Amador City, Gold Rush Museum, 
May 57 all 

Anza-Borrego Desert State Park, Borrego 
Springs, Apr 3S 

Arcadia: Bird walks, Los Angeles State and 
County Arboretum, Sept 4S 

Ash Mountain road into Sequoia National 
Park, May 48 all 

Berkeley: University of California, Big 
Game day, Nov 3 C 

Big Bear Lake: Snow Summit junior ski 
school, Dec 6 S 

Birds, migrating on Pacific Flyway, 
Oct 3 C 

Bolinas Lagoon, Marin County, July 4 C 

Buena Park 
California Alligator Farm, Nov 4S 
Movieland Wax Museum, Aug 4 §; 

Oct 48 C 

Burbank: Pickwick recreation center, 
Sept 45 

Camanche, Mother Lode town soon to be 
reservoir, Mar 3 C 

Claremont: Air Museum, July 4S; Dec 34 C 

Clear Lake: Tule dipping for bass, Dec 27S 

Columbia: Christmas shopping in, 
Dec 42 all 

Columbia Historic State Park, Aug 3 C; 
Oct 36 N 

Cowell, Henry, Redwoods State Park, near 
Santa Cruz, Mar 35 all 

Death Valley National Monument 
Death Valley in spring, feature article, 
Mar 74 all 

Deep Creek, San Bernardino Mountains, 
May 3S 

Disneyland, new attractions at, Aug 4S 

Echo Canyon, Nov 70 all 

Eureka: Sequoia Park, Sept 4 C 

Feather River, No. Calif., shad fishing, 
June 51 all 

Foote’s Crossing road, between Alleghany 
and North Columbia, Nov 47 all 

Fresno: Roeding Park, July 20 C; 
Sept 38 N, 47S 

Golden Gate Bridge, San Francisco, 25th 
anniversary, May 68 all 

Handbook of California Birds, book review, 
July 33 all 

Happy Camp: Jade collecting, Wong Chan 
mine, June 22 C; Sept 16 S; Oct 64 N 

Hazard Canyon, hike to south of Morro 
Bay, Mar3S 

Healdsburg: Prune orchards in blossom, 
Mar 7 C 

Hemet 
Annual Farmers’ Fair, Aug 6S 
Annual Ramona Pageant, Apr 4S 

Huddart Park, San Mateo County, 
July 6 C 

Hieroglyphic Creek, Lassen County, 
May 81 all 

Ide, William B., Adobe State Historical 
Monument, near Red Bluff, Nov 79 C 

Irvine Ranch, Orange County, Mar 48 all 

Island in Time: The Point Reyes Peninsula, 
book review, Nov 33 all 

Kernville: Whiskey Flat Days, Feb 3S 

Laguna Beach: Festival of Arts and Pageant 
of the Masters, July 29 all 

Lake Mendocino, north of Ukiah, Sept 4 C 

Lake Tahoe, autumn drives, Oct 3 C 

Last Chance Canyon, Mojave Desert, 
Mar 39 all 

Livermore to Tracy via old Altamont Pass 
road, July 42 all 

Long Beach harbor touring, Aug 8 S 
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CALIFORNIA (Cont.) 


Los Angeles 
Art galleries, shopping at, Nov 42 all 
Christmas shopping downtown, Dec 3S 
Harbor touring, Aug 3S 
New Chinatown, Feb 52 all 
Old Plaza Fire House, Jan 3 S; Nov 54 N 
Sightseeing by helicopter, Nov 3S 
Marshall, Tomales Bay, Sept 48 C, S; 
Oct 66 N 
Marysville: Chinese Bomb Day, Mar 3 C 
McArthur-Burney Falls Memorial State 
Park, trout fishing, May 66 all 
Memorial Park, San Mateo County, 
July 6 C 
Mendocino Coast, 8-page article, Oct. 74 all 
Micke Grove, garden zoo, near Lodi, 
Apr 4 C 
Monterey: Pacific Grand Prix, Oct 7 C 
Monterey County 
Coast Gallery, Lafler Canyon, July 6 C 
Old Coast Highway, July 6 C 
Morro Bay: clamming at, Feb 4S 
Mount Diablo, No. Calif., exploring quiet 
roads, Apr 51 all 
Mount Tamalpais, Marin County, 
July 3 C 
Munz Lakes, San Gabriel Mts., Oct 3 S; 
Dec 27 C 
North Fork Feather River, No. Calif., fall 
fishing, camping, Oct 35 S 
Oakland 
Bird refuge, Lake Merritt, Nov 6 C 
Lakeside Park, Aug 140 C 
Oceanside to Palomar Mountain, July 3S 
Olive-growing country, touring, Oct 44 all 
Palm Springs 
Palm Springs Desert Museum, Oct 75S 
16-page color feature, Jan 52 all 
Palomar Mountain via Oceanside, July 3S 
Pasadena 
Annual Art Fair, Sept 6S 
Tournament of Roses floats, New Year’s 
Eve preview of, Jan 4S 
Pear Lake, Sequoia N.P., June 24 N 
Hieroglyphics, Smoke Creek, Lassen County, 
May 81 all 
Pomona: Los Angeles County Fair, 
Sept 3S 
Redding: Migrating salmon, Lake Redding 
City Park, Oct 62 N 
Riverside: Mission Inn, Jan 30 all 
Sacramento: Crocker Art Gallery, Aug 4 C 
Sacramento River, steelhead run, autumn, 
Oct 36 C,S 
Salton Sea State Park, boating at, Feb 4S 
San Diego: Vacation Village Hotel, Mission 
Bay, Oct 3S 
San Dimas: Puddingstone Reservoir, 
Mar 35S 
San Francisco 
Christmas shopping on cable car route, 
Dec 3 C 
Fort Point, Nov 79 N,S 
Golden Gate Bridge, 25th anniversary, 
May 68 all 
Japantown, July 51 all 
London Week, Nov 4 C 
Municipal art festival, Sept 6 C 
Produce market, Apr 3 C 
Wells Fargo History Room, Oct 4 C 
Whitney’s Fabulous Sutro’s, July 4 C 
San Francisco Bay Area 
Fishing for striped bass, Aug 35 all 
Sailing season opening, May 3 C 
Sightseeing by helicopter, Oct 48 N, S 
San Pedro: Fishermen’s Fiesta, Aug 3 S 


CALIFORNIA (Cont.) 


Santa Barbara 
Botanic Garden, Nov 3S 
Museum of Natural History, Nov 51 all 
Orchid-touring, Apr 70 all 
Summer Sports Festival, July 6S 
Santa Catalina Island 
Feature article, Sept 56 all 
Via private aircraft, Feb 88 N, C 
Sausalito: San Francisco Bay model, 
July 4 C 
Sequoia National Park, 13-page color 
editorial, May 94 all 
Shasta Lake, No. Calif. 
Autumn loop trip out of Redding, 
Oct 60 all 
Fishing at, Sept 53 all 
Sheep Dog Trials, University of Calif., 
Davis, Apr 67 all 
Snow trips by road and train, Jan 3 C 
Southern Calif. winter side trips, Jan 48 N 
Spring color, country drives, Apr 7 C 
Spring drives, No. Calif., Feb 3 C 
Squaw Valley State Park, Jan 28 all 
Summer musical events, July 16 N,S 
Summer visits to seashore, No. Calif., 
July 3 C 
Trinity Divide, No. Calif., 52 trout lakes, 
June 34 all 
Valley Fort museum, San Diego County, 
Jan 3S 
Vineyards, No. Calif., bicycle tour of, 
Sept 3 C 
Whiskeytown, gold rush town to be 
underwater, June 48 all 
Winter side trips, So. Calif., Jan 48 N 


CAMPING 


Anza-Borrego Desert State Park, Borrego 
Springs, Calif., Apr 3S 

Camp table, folding, Nov 74 all 

Cascade Tunnel, near Scenic, Wash., 
Apr7N 

Colter Bay Tent Village, Grand Teton N_P., 
Wyo., May 19 N 

Deep Creek, San Bernardino Mts., So. 
Calif., May 3S 

Lake Mendocino, No. Calif., Sept 4 C 

Mount Diablo, No. Calif., Apr 51 all 

Munz Lakes, San Gabriel Mts., So. Calif., 
Oct 3 S; Dee 27 C 

North Fork Feather River, No. Calif., in 
fall, Oct 35S 

Sequoia N.P., Calif., May 94 all 

Shasta Lake area, No. Calif., Oct 60 all 

Soviet Union, camping tour in, May 33 all 

Spring Mountains, out of Las Vegas, Nev., 
Sept 46 N 

Suspending pack box from tree, May 47 all 

Western Campsite Directory, Sunset book, 
Mar 24 all 


CANADA 


Dawson City, June 46 all 
Gold rush country, Cariboo Highway, 
Oct 26 all 
Topographic map, Feb 33 all 
Trail riding, Canadian Rockies, 
Apr 33 all 
Vancouver 
Visit to, 16-page feature, Aug 50 all 
Christmas carol ship, Burrard Inlet and 
English Bay, Dec 6 N 
Christmas shopping, Dec 34 N 
Cricket matches, Brockton Point, 
Aug 23 all 








TRAVEL 








CANADA (Cont.) 


Vancouver Island 
Cruising Alberni Inlet and Barkley 
Sound, Sep 8 N,S, 9 C 
Muchalat Inlet cruise, July 36 all 
Victoria: Beacon Hill Park, Apr 3 N 
Yukon River cruise, Whitehorse through 
Miles Canyon, June 45 all 


CENTRAL AND SOUTH AMERICA 


Argentina 
Pacific Coast trees growing in Argentina, 
Nov 34 all 
Brazil 
Brasilia, new capital, June 60 all 
Colombia 
Bogota to Santa Marta by rail. 
June 18 N, S, 20 C 
Guatemala 
Ancient Tikal, Mar 64 all 


CRUISES 


Abu Simbel on upper Nile, Nov 62 all 

Acapulco from Los Angeles, Apr 7S 

Aleutian cruise by mail boat, Apr 24 all 

Coeur d’Alene Lake, Idaho, cruise, 
July 53 all 

Hell’s Canyon, Snake River, white-water 
cruise, May 58 all 

Isle of Ischia from Rome, Dec 21 all 

Muchalat Inlet, Vancouver Island, B.C., 
July 36 all 

Norwegian Coast, May cruise of. May 9 N. 
21C,.19S 

Rhone River trips out of Lyon, France, 
June 18 N, S$, 20 C 

Santa Catalina Island, feature article, 
Sept 56 all 

Trans-Pacific liner cruises, Jan 23 all 

Vancouver Island, cruising Alberni Iniet 
and Barkley Sound, Sept 8 N,S, 9 C 

World’s Fair aboard S.S. Yarmouth, 
July 14 N, 15 C 

Yukon River, Canada, cruise from 
Whitehorse through Miles Canyon, 
June 45 all 


DESERT 


Anza-Borrego Desert State Park, Borrego 
Springs, Calif., Apr 3S 

Death Valley National Monument 
Echo Canyon, Nov 70 all 
In Spring, color feature, Mar 74 all 

Giant desert centipede, Jan 16 N; 
June 33 C 

Great Sand Dunes National Monument, 
Colo., Mar 20 N 

Kissing bug, Nov 57 all 

Last Chance Canyon, Mojave Desert, 
Mar 39 all 

Palm Springs, Calif., 16-page color 
feature, Jan 52 all 


EUROPE 
Czechoslovakia, touring, Dec 16 all 
Denmark 
Pastry-tasting tour, June 157 all 
Tivoli Gardens, Copenhagen, May 9 N, 
21C,208 
England 
“A Season Ticket to History,” Oct 16 all 
Highland games, Sept 8 all 
Isles of Scilly, Apr 34 all 
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EUROPE (Cont.) 
England (Cont.) 


London: Chelsea garden show, 
May 24 all 
Railfans, steam engine, Nov 28 all 
Sheep dog trials, Sept 8 all 
Flying to Europe, Aug 8 all 
France 
“Best restaurants” in France, Dec 18 all 
New automobile rules, Oct 16 all 
Rhone River trips out of Lyon, 
June 18 N, S, 20 C 
Touring France on horseback, 
June 18 N,S, 20 C 
Travel tips, Mar 19 N, 20S 
“Host family” system, Mar 19 N,20C,S 
Italy 
Ischia, Dec 21 all 
Lapland, tours out of Oslo, Stockholm, 
May 9 N, 21C,19S 
Major events in European countries, 
Jan 15 all 
New Horizons in Education, book review, 
Apr 21 N, 22 C, 20S 
Norwegian Coast, May cruise of, 
May 9 N, 21C,19S 
Railroad piggyback service for motorists, 
June 18 N, S, 20 C 
Soviet Union: Camping tour in, May 33 all 
Switzerland: Fare reduction on surface 
transportation, Sept 8 all 
Traveling economically, Nov 17 N,S,8 C 


FISHING 


Bass, tule dipping, Clear Lake, No. Calif., 
Dec 27S 

Blennies, July 45 all 

Cholla Bay, Sonora, Mexico, Jan 19 all 

Clamming, Morro Bay, Calif., Feb 4S 

Crabbing, Yaquina Bay, Ore., May 73 all 


Deep Creek, San Bernardino Mts., So. Calif., 


May 3S 

52 trout lakes, Trinity Divide, No. Calif., 
June 34 all 

Fish scaler, June 124 N, C; Aug 85S 

Lake Cushman, Olympic Peninsula, Wash., 
Aug 16 C 

North Fork Feather River, No. Calif., fall 
fishing, Oct 35 S 

Puddingstone Reservoir, San Dimas, Callif., 
Mar 3S 

Rainbow trout, Kauai, Hawaii, July 15 N, 
16 C, 548 

Salmon, from dories, Pacific City, Ore., 
July 24 all 

Shad, Feather River, No. Calif., June 51 all 

Shasta Lake, No. Calif., Sept 53 all 

Smoking fish at campsite, June 33 N 

Steelhead, autumn run, Sacramento River, 
Calif., Oct 36 C,S 

Striped bass, San Francisco Bay, Aug 35 all 

Three Sisters country, near Bend, Ore., 
June 72 all 

Trout, Burney Creek, McArthur-Burney 
Falls Memorial State Park, Calif., 
May 66 all 

Trout, Ross Lake, northern Cascades, 
Wash., July 4 N 


HAWAII 


Air tour, one-day, Nov 88 all 

Aloha Week’s Molokai-to-Oahu canoe race, 
Oct 50 all 

Bike cruising, May 82 all 

“Boat day,” watching festivities from pier, 
Feb 36 S; Sept 16 C 


HAWAII (Cont.) 


Hawaiian rodeos, Sept 36 all 
Honolulu 
Art exhibits, Dec 28 C,S 
Narcissus Festival, Jan 44 all 
Pacific Orchid Society spring show, 
Mar 63 N, 247 C, 2375S 
Shopping adventures, May 20 N 
Ula Mau village, Ala Moana Park, 
Aug 48 N, 30 C,S 
Kalaupapa, old leper colony, June 20S 
Kauai: Rainbow trout fishing, July 15 N, 
16 C, 548 
Maui: Silversword plant, Haleakala crater. 
Nov 72 all 
Pearl Harbor: U.S.S. Arizona memorial, 
Dec 36 C,S 
Prince Kuhio Day, Mar 57 all 
U.S. Customs Service auctions, Feb 38 S; 
Sept 17 C 


HIKING 


Cowell, Henry, Redwoods State Park, near 
Santa Cruz, Calif., Mar 35 all 

Golden and Silver Falls State Park, Ore., 
Feb 4.N 

High Trails: A Guide to the Cascade Crest 
Trail, book review, Dec 38 C,S 

Lake Cushman, Olympic Peninsula, Wash.. 
Aug 16 C 

Milford Track, New Zealand, Feb 20 all 

Mountaineering: The Freedom of the Hills, 
book review, May 52 all 

Packwood Lake, Gifford Pinchot National 
Forest, Wash., Aug 3 N 

Pear Lake, Sequoia N.P., Calif., 
June 24 N 

Phantom Ranch, Grand Canyon N.P., 
Dec 22 all 

Sequoia N.P., Calif., May 94 all 

Silver Falls State Park, northeast 
Sublimity, Ore., Aug 42 all 

Snowshoe hiking, Jan 38 all 

Three Sisters Country, near Bend, Ore., 
June 72 all 


IDAHO 


Blue Spring, Snake River, Apr 23 N, 22S; 
Aug 20 C 

Bruneau Canyon, near Indian Hot Springs. 
Oct 38 N 

Coeur d’Alene Lake cruise, July 53 all 

Ghost towns: Silver City, Dewey, 
De Lamar, off State 45, Sept 3 N 

Kooskia to Lolo, Mont., via new State 
Hwy. 9, Aug 6 N 

Selway-Bitterroot Wilderness Area, pack 
trip into, May 90 all 

Sheep dog trials, Apr 67 all 

Sun Valley 
Annual Christmas Eve torchlight parade, 

Dec 6 N 

Ski village, Feb 18 N, S, 19 C 

Train trip, one-day, Dec 3 N 

White-water cruise, Hell’s Canyon, Snake 
River, May 58 all 


MEXICO 


Acapulco from Los Angeles on S.S. Acapulco, 
Apr7S 
Ensenada, shopping in, Dec 27 N, 78 S 
Retirement Resorts International, 
June 18 N, S, 20 C 
Saltillo, Sept 40 all 
Sonora: Cholla Bay, fishing at, Jan 19 all 


SUNSET INDEX 
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MISCELLANEOUS 


Bumper jacks, carrying two in car, 
May 71 all 
Ep xy glue, Oct 70 all 
In Wildness Is the Preservation of the 
World, book review Dec 46 all 
Luggage, rapid identification of, 
Mar 69 all 
Mobil Travel Guides, book review, 
Jan 46 all 
Night Train, book review, Mar 30 all 
1962 Railroad Photo Calendar, how to 
obtain, Jan 20 all 
Pencil, handy glove compartment, 
June 115 N 
Rock climbing, Sierra Club, June 24 C 
Roof rack, ways to secure, Apr 68 all 
Snow country, driving in, Jan 27 §; 
Feb 36 N, C 
Southern Pacific Steam Locomotives, book 
review, Dec 38 C,S 
These We Inherit, book review, 
Dec 38 C,S 
Truck routes, driving to avoid congested 
areas, Sept 48 N 
Vapor lock, what to do about, June 28 all 


NATIONAL PARKS MONUMENTS 


Death Valley N.M., Calif. 
Color feature, Mar 74 all 
Echo Canyon, Nov 70 All 
El Morro N.M., New Mexico, June 33 S 
Glacier N.P., Mont., Sperry Glacier by 
horseback, June 20 N 
Grand Canyon N.P., Christmas holidays at 
Phantom Ranch, Dec 22 all 
Grand Teton N.P., Wyo., Colter Bay Tent 
Village, May 19 N 
Great Sand Dunes N.M., Colo., Mar 20 N 
Mount McKinley N.P., Alaska, natural zoo, 
June 65 all 
Olympic N.P., Wash., rain forest, 
July 20 N,$ 
Sequoia N.P., Calif. 
Pear Lake, June 24 N 
13-page color editorial, May 94 all 
Via Ash Mountain road, May 48 all 
Yellowstone N.P., northeast entrance via 
back road from Cody, Wyo., to Cooke 
City, Mont., Aug 46 all 


NATURE 


Apache tear collecting, near Superior, Ariz., 
May 3S 

Bird Refuge, Lake Merritt, Oakland, Calif., 
Nov 6 C 

Bird walks, Los Angeles State and County 
Arboretum, Sept 4S 

Bird watching, Seattle Audubon Society, 
Apr 3 N 

Birds, migrating on Pacific Flyway, Oct 3 C 

Buffalo herd, near Yakima, Wash., Oct 4 N 

California Alligator Farm, Buena Park, 
Calif., Nov 4S 

Dinosaur Caverns, near Seligman, Ariz., 
July 3S 

Egrets, great blue herons, Bolinas Lagoon, 
Marin County, Calif., July 4 C 

Giant desert centipede, Jan 16 N; June 33 C 

Giant Sequoias, Sequoia N.P., Calif., 
May 94 all 

Handbook of California Birds, book review, 
July 33 all 

Herbariums, six Northwest, Jan 4 N 

Ichthyosaur fossils, Ichthyosaur State 
Park, Nev., Sept 16 N; Oct 64.C,S 
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NATURE (Cont.) 


Jade collecting, Wong Chan mine, Happy 
Camp, Calif., June 22 C; Sept 16 S; 
Oct 64 N 

Kissing bug, Nov 57 all 

Marine fossils, hunting on Northwest 
shores, Nov 3 N 

Micke Grove, garden zoo, near Lodi, Calif., 
Apr 4C 

Natural zoo, Mount McKinley N.P., 
Alaska, June 65 all 

Pine nuts, gathering, Nov 60 all 

Rockhounding, Cascade Tunnel, near 
Scenic, Wash., Apr 7 N 

Rockhounding, Smith Rock State Park, 
central Ore., Apr 4 N 


Santa Barbara Museum of Natural History, 


Nov 51 all 
Shell collecting, 8-page feature article, 
July 56 all 
Shell collecting regulations, July 103 all 
Silversword plant, Haleakala crater, Maui, 
Hawaii, Nov 72 all 
Toe-biters, June 59 all 
Wood tick, Sept 38 C, S; Oct 40 N 
Woodland Park Zoo, Seattle, May 3 N 
NEAR EAST 
Cyprus, Sept 22 all 


NEVADA 


Beatty: World’s Championship Wild Burro 
Race, Nov 40 all 

Charleston Peak, Spring Mts., near Las 
Vegas, Sept 46 N 

Dayton: Historic church, Sept 17.N; 
Oct 66 C,S 

Hoover Dam, Mar 28 all 

Ichthyosaur State Park, ichthyosaur fossils, 
Sept 16 N; Oct 64 C,S 

Snake Range, Mar 27 all 


OREGON 


Albany: World Championship Timber 
Carnival, July 6N 

Alpenrose Dairyland, near Portland, 
June 6 N 

Ashland: Oregon Shakespearean Festival, 
July 30 all 

Battle Rock State Park, southern Oregon 
coast, Aug 15 N,S 

Beaches, remote, between Coos Bay and 
Bandon, May 4N 

Bend: Nighttime water pageant, 
July 148 

Blue Mountains, east of Pendleton, 
Sept 18 all 

Crabbing, Yaquina Bay, May 73 all 

Fossil beaches, Nov 3 N 

Golden and Silver Falls State Park, 
Feb 4 N 

Haines: Langrell’s Hitching Post Museum, 
Aug 4N 

Honeyman State Park, south of Florence, 
Oct 42 N; Nov 67C,5 

Junction City: Annual Scandinavian 
Festival, Aug 6 N 

Lee Mission, early Indian school, near 
Salem, Mar 4 N 

Maryhill Museum of Fine Arts, near The 
Dalles, June 63 all 

Mount Hood Winter Sports Area, color 
feature article, Feb 56 all 

Nestucca River road between Carlton and 
Beaver, Sept 4 N 

Pacific City, salmon fishing from dories, 
July 24 all 


OREGON (Cont.) 


Portland 
Annual Fairy Tale Parade, Nov 4 N 
Leif Ericson Drive, Forest Park, 

Oct 4 N; Nov 54C,S 

Salt Creek Falls, near State Hwy. 58, 
July 54 N; Aug 48 C,S 

Santiam, McKenzie Passes, new winter 
road between, Nov 6 N 

Sheep dog trials, Apr 67 all 

Silver Falls State Park, waterfalls, 
Aug 42 all 

Smith Rock State Park, off U.S. Hwy. 97, 
Apr 4N 

Tamolitch Falls, off U.S. Hwy. 126, 
Sept 45 all 

Three Sisters country, near Bend, 
June 72 all 

Train trips, one-day, Dec 3 N 

White Water Boat Parade, McKenzie 
River, Apr 7 N 

White-water cruise, Hell’s Canyon, Snake 
River, May 58 all 


PACIFIC AREA 


Australia, garden touring in, June 90 C,S 
Cambodia: Flying to Angkor Wat, 
Apr 21 N, 22C, 20S 
Japan 
Hollyhocks in Kyoto, May 9 N, 21 C, 20S 
Youth hostels, Apr 22 N, C, 21S 
Malaya: Giant turtles, high-flying kites, 
May 9N, 21 C, 20S 
New Zealand 
Autumn festival, Queenstown, South 
Island, May 9 N,21C,19S 
Milford Track, walking, Feb 20 all 
Philippines: New currency rate, Oct 16 all 
South Pacific, shopping in, Feb 45 all 
Taiwan: Stop off at no extra charge, 
Oct 16 all 
Trans-Pacific liner cruises, Jan 23 all 


SPORTS 


Big Bear Lake, Calif., Snow Summit junior 

ski school, Dec 6 S 
Burien Archery Lanes, Burien, Wash., 

Jan 4N 
Cricket matches, Brockton Point, 

Vancouver, B.C., Aug 23 all 
Kon Tiki raft race, Cowlitz River, Wash., 

June 8 N 
Molokai-to-Oahu canoe race, Aloha Week, 

Honolulu, Oct 50 all 
Mount Hood, Ore., Winter Sports Area, 

color feature article, Feb 56 all 
River rafting in Jamaica, Oct 32 N, C 
Short skis, Feb 42 all 
Ski races, children’s, Ski Acres, 

Snoqualmie Pass summit, Wash., Mar 7 N 
Skiing, new Northwest facilities, Jan 3 N 
Snowshoe hiking, Jan 38 all 
Squaw Valley State Park, Calif., Jan 28 all 
Stanford-University of Calif. Big Game day 

in Berkeley, Calif., Nov 3 C 
Summer Sports Festival, Santa Barbara, 

Calif., July 6S 
Sun Valley, Idaho, ski village, 

Feb 18 N,S, 19 C 


STATES OTHER THAN 7 WESTERN 


Colorado 
Dog sled trips out of Ashcraft, Dec 51 all 
Great Sand Dunes National Monument, 
Mar 20 N 











TRAVEL *«© WORKSHOPS 


AND CRAFTS 








STATES OTHER THAN 
7 WESTERN (Cont.) 
Colorado (Cont.) 


Silverton, steam locomotive trip from 
Durango to Silverton, Aug 16 N,S 
Summer musical events, July 16 N,S 
Louisiana 
Mardi Gras group tours, Jan 25 all 
Montana 
Lolo to Kooskia, Idaho, via new State 
Hwy. 9, Aug 6 N 
Northeast entrance Yellowstone N.P. via 
back road from Cody to Cooke City, 
Mont., Aug 46 all 
Selway-Bitterroot Wilderness Area, pack 
trip into, May 90 all 
Sperry Glacier, Glacier N.P., by 
horseback, June 20 N 
New Mexico 
El] Morro National Monument, southeast 
of Gallup, June 33S 
Santa Fe: Summer Opera, July 16 N,S 
Taos: 80-mile loop trip out of, Sept 29 all 
Washington, D.C. 
Points of interest for spring visit, 
Apr 72 all 
Wyoming 
Colter Bay Tent Village, Grand Teton 
N.P., May 19 N 
Northeast entrance Yellowstone N.P. via 
back road from Cody to Cooke City, 
Mont., Aug 46 all 


UTAH 


Glen Canyon, Colorado River, last chance to 
see unspoiled beauty, Apr 58 all 

Kolob Road, autumn drive, Oct 56 all 

Provo: Summer music series, Brigham 
Young University, July 16 N,S 


WASHINGTON 


Beach, winter weekend at, Feb 3 N 


WASHINGTON (Cont.) 


Bird watching, Seattle Audubon Society, 
Apr3 N 
Blake Island State Marine Park: Tillicum 
Indian Village, July 3 N 
Bridgeport: Berryman Park, Sept 6 N 
Buffalo herd, near Yakima, Oct 4 N 
Burien: Burien Archery Lanes, Jan 4 N 
Century 21 Exposition, Seattle 
Expo-Lodging Service, June 8 all 
14-page feature article, Apr 78 all 
Making the most of your visit, feature 
article, June 78 all 
New attractions at World’s Fair, 
Aug 29 all; Sept 32 all 
October at World’s Fair, Oct 22 all 
World’s Fair cruise on S.S. Yarmouth, 
July 14N,15C 
Chehalis to coast via State Hwy. 12, 
Nov 4N 
Deschutes River, two waterfalls, near 
Olympia, Oct 4 N 
Dry Coulee, back road from Soap Lake and 
Coulee City, Aug 41 all 
Fossil beaches, Nov 3 N 
Indian Island, Puget Sound, Mar 3 N 
Kon Tiki Raft Race, Cowlitz River, 
between Castlerock and Kelso, June 8 N 
Lake Cushman, Olympic Peninsula, 
Aug 16 C 
Marrowstone Island, Puget Sound, Mar 3 N 
Packwood Lake, Gifford Pinchot National 
Forest, Aug 3 N 
Palouse Falls State Park, north of Walla 
Walla, May 26 all 
Poulsboro: Yarn Barn, Jan 4 N 
Puget Sound 
Grape harvest, Oct 3 N 
Indian Island, Mar 3 N 
Marrowstone Island, Mar 3 N 
Moorages, May 40 all 
Pullen Museum, north of Seattle, Mar 4 N 
Quinault Indian museum, Lake Quinault, 
July 15S 


WASHINGTON (Cont.) 


Rain forest, Olympic N P., July 20, N,S 
Rockhounding, camping, Cascade Tunnel, 
near Scenic, Apr 7 N 
Ross Lake, northern Cascades, via back 
road, July 4 N 
Seattle 
Aqua Theater Summer Musicals, 
July 16 N,S 
Century 21 Exposition 
Expo-Lodging Service, June 8 all 
14-page feature article, Apr 78 all 
Making the most of your visit, feature 
article, June 78 all 
New attractions at World’s Fair, 
Aug 29 all; Sept 32 all 
October at World’s Fair, Oct 22 all 
World’s Fair cruise on S.S. Yarmouth, 
July 14N,15C 
Christmas programs, Museum of History 
and Industry, Dec 4 N 
Crittenden, Hiram M., Locks, May 3 N 
Home and grave of Chief Seattle, 
July 3 N 
Pacific Northwest Singers annual 
Christmas concerts, Dec. 6 N 
Pike Place Market, May 3 N 
Traffic regulations, May 42 all 
Woodland Park Zoo, May 3 N 
Seattle to Tacoma across Puget Sound, 
Oct 25 all 
Ski races, children’s, Ski Acres, Snoqualmie 
Pass summit, Mar 7 N 
Spokane: Manito Park, picnic shelter at, 
Feb 6 N 
Tacoma to Seattle across Puget Sound, 
Oct 25 all 
Train trips, one-day, Dec 3 N 
Wenatchee: Apple Blossom Festival, 
May 114 N 


WEST INDIES 
Jamaica: River rafting, Oct 32 N, C 





CRAFTS (Mise.) 


Animal cut-outs, felt, Sept 118 N 
Cabafia-windscreen, portable, Aug 85 N, C 
Candelabra, Mexican, Nov 110 all 
Dish gardens made by children, Nov 260 S 
Easter decorations, egg-shaped, Apr 151 all 
Fall leaves, preserving, Oct 244 N, 
262 C,S 
Flower clusters, May 175 all 
Fruit and flower centerpiece, July 138 all 
Garden Art & Decoration, Sunset book, 
Apr 216 all 
Garden wall panel in colored sand, 
Nov 154 all 
Look box, how to make, July 99 all 
Mosaic door, drawer pulls, May 149 all 
Mosaics, decorating kitchen with, 
Oct 211 all 
Party lights, June 120 all 
Pottery bell, Nov 166 all 
Reflector oven, easy-to-make, Oct 146 all 
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WORKSHOPS AND CRAFTS 


CRAFTS (Misc.) (Cont.) 


Rock-plastic screen, Aug 86 all 

String charpoy, Mar 180S 

Tissue blossoms, July 94 all 

Toys you can make, Dec 64 all 

White sand, how to color, Nov 164 all 
Windbells, Aug 83 all 


SEWING 


Beach robes from towels, Sept 96 all 
Yarn and net panel, Jan 90 N, 88 S 


W OODW ORKING 


Barbecue, refreshment center, Sept. 66 all 
Barrels, uses for, July 78 all 

Barrels, working with, July 91 all 

Boat carrier, car-top, Nov 48 N 

Book storage, vertical, Apr 126 S 
Bookshelves, ideas, Apr 92 all 


WOODWORKING (Cont.) 


Camp table, folding, Nov 74 all 
Chef’s supply cabinet, May 186 C, 153 S; 
June 113 N 
Clipboard for instruction books, 
Dec 181 all 
Coffee, serving table, Nov 142 all 
Cradle, old-fashioned, Mar 104 all 
Doll house, Dec 66 all 
Doll house furniture, Dec 69 all 
Firewood tote box, Apr 119 all 
Flamed Douglas fir articles, June 114 N 
Furniture You Can Build, Sunset book, 
Oct 153 all 
Patio table, fiberglass top, Aug 79 all 
Patio table from patio warmer, May 173 N 
Play table-study desk, Apr 124 N, C 
Plywood circles, for extra tables, 
May 150 N, C 
Ring toss game, July 101 all 
Workbench, for boy-craftsman, Oct 98 all 


SUNSET INDEX 





WESTERN COMMUNITIES e 


CHRISTMAS IDEAS 


¢ OUTDOOR BUILDING 





COMMUNITY PROJECTS 


Arbor Heights Swim Club, Seattle, 
Nov 146 all 

Dumpsite, how to beautify a, Aug 146 N, 
140 S; Dec 184 C 


WESTERN COMMUNITIES 


COMMUNITY PROJECTS (Cont.) 


Faculty co-op summer resort, 

Sept 104 all 
Ski chalet, cooperative, May 155 all 
Walkway for children, Jan 85 all 


LAND PLANNING 


“Cluster” neighborhood planning, 
Sept 82 all 





CRAFTS AND DECORATIONS 


Apples, decorations using, Dec 150 all 
Candelabra, Mexican, Nov 110 all 
Candle holders, Dec 82 N, C 
Candle holders, assembly-line, Dec 94 all 
Christmas banners, Dec 165 N 
Christmas banners, Dec 76 all 
Cone ball, Dec 173 S 
Cones, collecting for Christmas use, 

Aug 133 N; Oct 229 C 
Decorations for kitchen, Dec 163 all 
Drinking straw decorations, Dec 72 all 
Farolitos, plastic, Dec 93 all 
Marzipan candy ornaments, Dec 110 all 
Mosaic panel, paper and plastic, Dec 96 all 
Oriental paper lanterns, Dec 74 all 
Papyrus wreath, Dec 178 C,S 
Plants from garden for decoration, 

Dec 70 all 
Plastic spoons as outdoor ornaments, 

Dec 104 all 
Preserving Christmas greens, Dec 165 N 
Sunbursts from can, Dec 84 all 
Swag with treats, Dec 115 all 
Tree ornaments made by fly tier, Dec 73 all 
Yarn decorations, Dec 90 all 
Yule log, how to make, Dec 176 N 


FOOD AND ENTERTAINING 


Christmas almond torte, Dec 128 all 


CHRISTMAS IDEAS 


FOOD AND ENTERTAINING (Cont.) 


Desserts using eggnog, 3 recipes, 
Dec 136 N, 182 C,S 
Flaming flan, 4 variations, Dec 122 all 
Fruit cakes, 4 recipes, Dec 182 N 
Gifts from your kitchen in transparent 
packages, Dec 60 all 
Holiday buns, Dec 108 all 
Holiday desserts from the freezer, 
2 recipes, Dec 188 N,S 
Holiday punch in special bowl, Dec 116 all 
Marzipan candy ornaments, Dec 110 all 
Party ideas from readers, Dec 101 all 


GIFT IDEAS 


Amaryllis bulb, hybrid, Dec 183 C,S 

Christmas cactus, Dec 176 C 

Christmas trees, Dec 170 N 

Clipboard for instruction books, Dec 181 all 

Cuttings from garden, Dec 165 N 

Doll house, Dec 66 all 

Doll house furniture, Dec 69 all 

Gift ideas from Vancouver, B.C., Dec 34 N 

Gift shopping in Ensenada, Dec 27 N, 78S 

Gifts from old Columbia, Calif., Dec 42 all 

Gifts from your kitchen, Dec 144 all 

Gifts from your kitchen in transparent 
packages, Dec 60 all 

High Trails: A Guide to the Cascade Crest 
Trail, book review, Dec 38 C,S 


GIFT IDEAS (Cont.) 


Holiday “firecrackers,” Dec 133 N 
Home weather station, Dec 166 N, 165 C 
In Wildness Is the Preservation of the 
World, book review, Dec 46 all 
Membership to national plant societies, 
Dec 178 N 
New Sunset garden books, Dec 167 N, 
166 C, 1658S 
Packaged plant gifts, Dec 166 N, C 
Plant containers and flower frogs, Dec 165 C 
Plant gift ideas, Dec 80 N, C 
Recipe suggestions for gifts to give in bottles, 
Dec 154 all 
Redwood burl or seedling, Dec 174 C 
Seedlings planted by birds, Dec 173 N, C 
Shopping ideas for Western kitchens, 
Dec 152 all 
Southern Pacific Steam Locomotives, book 
review, Dec 38 C,S 
These We Inherit, book review, Dec 38 C,S 
Toys you can make, Dec 64 all 
Treasure sacks, Dec 120 C,S 


CHRISTMAS TREES 


Conifers, identifying, Dec 168 N, 174S 

Fresh-cut trees, Dec 165 all C 

How to ship Christmas trees, Dec 170 N 
Keeping the tree green, Dec 165 C 

Live Christmas trees, Dec 174 N, 1655S 





BENCHES 

Garden bench idea, May 237 N 
Informal garden seating, July 145 N 
Simple wall-top bench, May 126 all 
CHILDREN’S PLAY AREAS 


Sandbox-sunbathing deck combination, 
June 210 N 


1962 


OUTDOOR BUILDING 


ENTRIES 


Definition and privacy for entry, 
July 82 all 

Entry court and carport addition, 
Nov 158 N 

Entryways, five ideas from Northwest, 
Apr 212 N 

Pergola over city-house courtyard, 
Sept 86 all 


FENCES, GATES, SCREENS 


Cubbyholes for garden shoes in concrete 
block wall, Sept 84 all 

Fiberglass plastic panels, ways to use, 
May 240 N 

Free-standing stucco wall, Aug 74 all 

Garden walls which let in light, air, 
Jan 126 all 

Outdoor screen ideas, June 92 N 








OUTDOOR BUILDING °e 


HOME MANAGEMENT 








FENCES, GATES, SCREENS (Cont.) 


Rock-plastic screen, translucent, Aug 86 all 

Swimming pool safety fence, roll-away, 
June 206 N, 208 S 

Two-way gate, Mar 243 N,S, 242 C 


GREENHOUSE, PLANT SHELTERS 


Combination greenhouse-lathhouse, 
Mar 234 N 

Small greenhouses to assemble yourself, 
Nov 240 N, C 


MISCELLANEOUS 


Barrels, uses for, July 78 all 

Chairs hang on wail, July 159 N, S, 157 

Drain spout pads from concrete leftovers, 
Aug 133 C 

Entry light, mailbox, house number, 
Apr 117 all 

Footbridge ideas, Jan 70 all 

Garden Art & Decoration, Sunset book, 
Apr 216 all 

Idea collecting, California Design show, 
Pasadena, Apr 108 S 

Joining wood using metal framing 
connectors, May 168 C, S$; Oct 189 N 

Movable garage for movable barbecue, 
Jan 78 all 


MISCELLANEOUS (Cont.) 


Raised beds around small trees, 
June 220 C, 2148 
Seating-planting islands on deck, 
Apr 117 all 
Shelter, food, water for birds, Mar 180 N 
Storage niche for muddy shoes, Oct 112 all 


OUTDOOR LIGHTING 


Garden light, movable, June 184 N 
Lighted post, Feb 150 N,S 

Outdoor lighting from relics, Mar 106 all 
Party lights you can make, June 120 all 


PATIOS AND DECKS 


Deck which changed family’s leisure habits, 
July 166 all 
Finishes for decks, Feb 99 all 
Lanai for entertaining above carport, 
June 88 all 
Low-level deck, remodeling with, June 94 all 
Low-level decks, 7 ideas, June 98 all 
Low-level tile deck, Sept 110 N, C 
Patio heater, suspended, Feb 101 all 
Patio sunshades, 13 workable ideas, 
July 64 all 
Patio umbrella stand, Sept 118 C,S 


PATIOS AND DECKS (Cont.) 


Screen-enclosed patios and interior gardens, 
May 124 all 
Seating-planting islands on deck, Apr 117 all 
Sun deck to take advantage of view, 
July 176 N 
Table from patio warmer, May 173 N 
Terrace which is complete outdoor room, 
June 104 all 


SWIMMING POOLS, SHELTERS 


Backyard lake and swimming hole, 
July 168 N 
Poolside shelters, two ideas, May 1148S 
Rock “mulch” to keep pool area tidy, 
Aug 74 all 
Swimming pool safety fence, roll-away, 
June 206 N, 208 S 
Swimming Pools, Sunset book, June 127 all 


WEATHER CONTROLS 


Controlling the sun, Aug 138 all 

Folding screen to break wind, Aug 135 N, 
160 S; Sept 172 C 

Screening house from sun, Aug 74 all 

Sun control, automatic, Sept 100 all 

Wind screen, see-through, Sept 111 N, C 





COUNTRY LIVING 


Arroyo dam, July 96 N, C 

Deer baffler, July 96 N, C 

Footbridge ideas, Jan 70 all 

Home fire-fighting equipment, May 128 all 
Outdoor lighting from relics, Mar 106 all 
Portable electric power sources, July 96 N, C 
Portable-power-source tools, Sept 84 all 
Water wheel, Mar 106 all 


MAINTENANCE 


Bicycles, tuning up, Mar 114 N, C; 
June 110 S 
Calking for a weather-tight house, 
Nov 160 all 
Carpenter’s square, cleaning, - fay 144 all 
Epoxy glue, Oct 70 all 
Fumigating your house for drywood 
termites, Apr 132 all 
Masonry, cleaning, May 140 all 
Patio repairs, with jack, Oct 134 C,S 
Portable-power-source tools, Sept 84 all 
Spring clean-up with motor-driven sprayer, 
May 126 all 


MISCELLANEOUS 


Bathroom towels, buying, 
Sept 118 C,S 
Binder for appliance instructions, merchan- 
dise guarantees, Oct 144 N, C,120S 
Birds in carport, protecting car from, 
June 207 C 


HOME MANAGEMENT 


MISCELLANEOUS (Cont.) 


Birthday candles, kept in refrigerator, 
Nov 146 all 

Button saver, neat, Mar 128 all 

Car “buffer,” June 124 N, C; Aug 85S 

Cleaning around raised letters on appliances, 
Nov 145 all 

Drip-drying clothes, Mar 128 all 

Fire alarm, automatic, May 160 all 

Fire retardant, spray-on, Sept 88 all 

Fly controls, Aug 88 all 

Foam-and-spring cushion furniture 
construction, Oct 112 all 

Garbage disposer care, July 116 all 

Glassware repair, June 124 N, C; 
Aug 85 S 

Home fire insurance, May 164 all 

Home fire insurance, reasons for brush 
clearance, June 124 S 

Idea collecting, California Design show, 
Pasadena, Apr 108 S 

Ironers, idea for, June 124 N, C; Aug 85S 

Light bulbs, storing, Feb 81 all 

Magnifier and light for hobbies, 
June 104 all 

Pan lids, rack for, Oct 144 N, C, 1208S 

Pegboard for children’s toilet articles, 
May 144 all 

Piumbing washers, keeping track of, 
Feb 84 all 

Refrigerator door blackboard, 
Feb 84 all 

Reweaving hole in woolen garment, 
Nov 145 all 


MISCELLANEOUS (Cont.) 


Spike heels, effect on floors, July 82 all 

Sponge for shower area, Oct 144 N, C, 
120S 

Spool drawer, Mar 128 all 

Spray unit, versatile, Mar 128 all 

Suitcase space saver, June 124 N, C, 
Aug 85S 

Table napkins, gay, Oct 144 N, C, 120S 

Toy storage ideas, Jan 76 all 


PAINTING 


Barbecue mitts for tips of ladder, 
May 144 all 

Cleaning up after painting, Sept 110 S; 
Oct 120 N, C 

Decks, finishes for, Feb 99 all 

Door locks, handles, removing before 
painting, Nov 133 all 

Fire retardant interior finishes, 
Nov 148 all 

Ideas for easier painting, Apr 130 all 

Tips from professional painters, 
June 113 C 


POOLS 


Plastic covers, Nov 128 all 
Rock “‘mulch” to keep pool area tidy, 
Aug 74 all 
Swimming pool films, July 82 all 
Swimming Pools, Sunset book, 
June 127 all 


SUNSET INDEX 





BUILDING AND REMODELING 





BATHROOMS 


Bathroom plumbing, packaged, Feb 82 C,S 
Garden baths, 3 ideas, Oct 154 N, S, 140 C 
Quartz-tube bathroom heater, Jan 78 all 


BEDROOMS 


Built-in bedroom idea, Feb 94 all 

Extra sleeping or seating, Oct 112 all 
Four-boy bedroom, Sept 109 all 
Parents’ retreat, Mar 120 N; May 112 C 


CABINS AND VACATION HOUSES 


A-frame cabins, July 87 all 

A-frame prefab cabin, Feb 102 N 

Beach cabin, for large family, Jan 88 N 

Cabin from redwood wine tank, Feb 72 all 

Family “open-air” summer home, July 80 all 

Four-family lodge from three pre-fabs, 
Apr 104 N 

Glass-walled hideaway, Apr 100 all 

Informal lakeside shelter, Apr 104 C,S 

Spiral stairs in small space, Feb 105 all 

Steel-framed mountain house, Apr 102 all 

Wine tank as shell house, Feb 81 all 


FURNITURE 


Book storage, vertical, Apr 126S 

Bookshelves, ideas, Apr 92 all 

Chef’s supply cabinet, May 186 C, 153 S; 
June 113 N 

Child’s play table from old piano bench, 
Nov 145 all 

Coffee, serving table, Nov 142 all 

Furniture You Can Build, Sunset book, 
Oct 153 all 

Hammocks, feature article, July 70 all 

Patio table, fiberglass top, Aug 79 all 

Play table-study desk, Apr 124 N, C 

String charpoy, Mar 1380S 

Work-storage units, Nov 123 all 


GARAGES, CARPORTS 


Carport sized for compact car, Sept 94 C 
Entry court, carport addition, Nov 158 N 
Lanai above carport, June 88 all 


HOME MATERIALS AND 
EQUIPMENT 


Bathroom plumbing, packaged, Feb 82 C,S 
Brick houses in earthquake country, 

May 126 all 
Cedar lining for closets, Nov 158 C,S 
Chimney caps, spark arresters, Sept 113 all 
Dishwasher for under sink, Oct 211 all 
Doors, front, hand-carved, Apr 120 all 
Fiber acoustical tile, flame-resistant, 

Mar 103 all 
Fire retardant interior finishes, Nov 148 all 
Fireplaces, pre-fabricated masonry, 

June 104 all 
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BUILDING AND REMODELING 


HOME MATERIALS AND 
EQUIPMENT (Cont.) 


Garbage disposer, portable, Apr 117 all 
Gas water heater with booster, June 160 all 
Oak floor tiles, Feb 81 all 
Oak flooring over concrete slabs, 
Sept 84 all 
Plumbing and pumps for garden pools, 
installing yourself, May 132 all 
Quartz-tube bathroom heater, Jan 78 all 
Ranges, ovens, self-ventilating, Apr 117 all 
Roof tiles, concrete, Mar 108 all 
Room air conditioners, guide to, June 104 all 
Sliding glass doors, new ordinances, 
June 104 all 
Telephone equipment, types and ideas for 
locating, Oct 86 all 
Water cooler, June 160 all 


HOUSES 


(See Cabins and Vacation Houses) 





American Institute of Architects—Sunset 
Magazine Western Home Awards: 
Award-winning city houses, Jan 68 all 
Award-winning hillside houses, Mar 90 all 
Award-winning merchant-built houses, 

Feb 62 all 
Special award vacation house, Apr 100 all 


General 


Barrel vault roof system to achieve interior 
openness, Feb 62 all 

Entry to bedrooms through hall-study, 
Mar 197 all 

Inexpensive prefabricated house, Feb 64 all 

Large, elegant city house, Jan 68 all 

Ranch house built high to capture view, 
Oct 139 S 

Retirement house on the desert, Oct 182 C,S 

Small Hawaiian house with roll-away walls, 
Nov 157 N, C 

Small retirement house for spacious living, 
Aug 68 N, C 

Steel frame house for interior openness, 
Feb 68 all 

Sunset Magazine Discovery House, 
EI Dorado Hills, Calif., Oct 20 all 
14-page feature article, Nov 86 all 


Hillside 


Hillside house built into tree tops, Mar 94 all 

Hillside houses on “unbuildable” slope, 
Feb 65 all 

House. built above road, parking below, 
Mar 92 all 

Privacy in well-established section of city, 
May 110 N 

Rectangular box house in three levels, 
Mar 95 all 

Research house, built entirely in wood, 
Feb 64 all 

Small city house on 25-foot lot, Jan 69 all 

Steel-framed mountain house, Apr 102 all 

Trapdoor to hillside basement, Mar 108 all 

Two-story beach house, Feb 103 N 


Ideas (Misc. ) 


Aggregate carpeting, Apr 117 all 

Aquarium in dining room wall, Oct 124 all 

Aviary ideas, July 84 all 

Bay window and window seat ideas, 
Nov 108 all 

Bell collection, displaying, Sept 84 all 

Built-in crib from remodeled closet, 
Oct 148 all 

Cabinet-divider, Mar 108 all 

Closure for pass-through, Nov 123 all 

Dining room built-ins to gain storage and 
privacy, Oct 122 all 

Divider-planter storage unit for projection 
equipment, Feb 93 all 

Doors, front, hand-carved, Apr 120 all 

Extending flooring material through glass 
wall, Feb 102 C, S; June 116 N 

Family, dining rooms, separated by cabinets, 
shutters, Sept 124 all 

Fireplaces combining built-in seating with 
hearth, 2 ideas, Oct 131 all 

Fireside seat and wood tote box, 
Apr 119 all 

Firewood, easily accessible to fireplace, 
Feb 86 all 

Gardener’s sink, June 198 C; July 167S 

Hearth of tumble-polished pebbles, 
Oct 112 all 

How to Plan and Build Your Fireplace, 
Sunset book, June 123 N, S, 122 C 

Indoor-outdoor pass-through from kitchen, 
Oct 142 all 

Laminated roof-ceiling, Feb 81 all 

Lessons from the Bel Air burn, feature 
article, May 107 all 

Mat for muddy arrivals, Oct 150 all 

Modern Kitchens, Sunset book, 
June 136 all 

Piano enclosure, serving counter, July 82 all 

Planter, hanging, from ornate object, 
June 104 all 

Private garden for room with glass wall, 
Nov 136 all 

Reading areas, two ideas, May 153 N, C; 
June 108 S 

Screen enclosed patios and interior gardens, 
May 124 all 

Service cart which rolls to breakfast table, 
Oct 127 all 

Shelves, simple wall-hung, Nov 123 all 

Spiral stairs in small space, Feb 105 all 

Telephone equipment, types and ideas for 
locating, Oct 86 all 

Television antenna leads, plug-in, Jan 78 all 

Translucent wall for dining privacy, 
Oct 134 N, 189 C, 140S 

Trapdoor to hillside basement, Mar 108 all 

Two-way wall between laundry and dressing 
rooms, Feb 91 all 

Ventilating through front door, Aug 74 all 

Warming drawer, May 140 all 

Window to let in light without glare, 
May 126 all 

Winter basketball under roof extension, 
Feb 81 all 

Wireless home inter-communication system 
kit, Oct 112 all 

Workshop, big, filled with useful ideas, 
Apr 108 N, C 
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FOOD AND ENTERTAINING 





HOUSES (Cont.) 
Planning and Orientation 


Breezeway patio for desert comfort, 
Aug 68 S 
Keeping cool, ingenuity for, May 142 all 
Sun control, aluminum louvers, July 82 all 
Window treatments for sun control and 
privacy, Sept 78 all 


Remodeling 


Entry court, carport addition, Nov 158 N 

Garage converted to family room, 
May 130 all 

House and garden remodeled to work 
together, May 168 N 

Imaginative remodeling scheme for 
subdivision house, Aug 66 all 

Kitchen remodel full of ideas, Sept 98 N,S 

Kitchens, three remodels for efficiency, 
Oct 82 all 

Living room remodeled with new fireplace, 
bookshelves, Nov 152 N, C, 1575S 

Low level deck, remodeling with, June 94 all 

Music room added to 40-year-old house, 
Nov 141 all 

New family room and new garden, 
Oct 140 N 

New lighting and paint for 56-year-old 
house, Oct 108 all 


HOUSES (Cont.) 
Remodeling (Cont.) 


New living room out of carport, Oct 182 N 
Older home remodel in apartment-house 
neighborhood, Sept 94 N, S 
Spanish-style fireplace, modernizing, 
Jan 78 all 
Yard and kitchen remodel, Sept 92 N 


KITCHENS 


Compact kitchen, ideas for, June 160 all 
Double-decker storage for knives, 
silverware, July 116 all 
Exhaust fan, disguising, June 160 all 
Garden view for the cook, July 116 all 
Indoor-outdoor pass-through, Oct 142 all 
Kitchen corners, utilizing, Mar 116 S 
Kitchen remodel full of ideas, Sept 98 N,S 
Kitchen remodeled for efficiency, Oct 82 all 
Modern Kitchens, Sunset book, June 136 all 
Paper towel holder, hiding, Sept 124 all 
Sit-down eating areas, 2 ideas, Nov 192 all 
Spice racks, 3 different, Aug 106 all 
Storage, 4 ideas, Mar 114 S; June 108 C 
Storage ideas for pots and pans, Dec 120 N 
Storage units for remodeling, Oct 211 all 
Sturdy cutting block, June 160 all 
Warming drawer, May 140 all 
Yard and kitchen remodel, Sept 92 N 


LAUNDRIES 


Laundry facilities, ideas, Oct 114 all 
Two-way wall between laundry and dressing 
rooms, Feb 91 all 


LIGHTING 


Closet light, automatic, Apr 1245 
Desks, lighting ideas for, Mar 122 all 
Lighting, fresh look at, Oct 104 all 
New lighting and paint for 56-year-old 
house, Oct 108 all 
Skylights which turn on or off, Nov 124 all 
Valance and cove lighting, built-in, 
Nov 126 all 


STORAGE 


Book storage, vertical, Apr 126 S 
Bookshelves, ideas, Apr 92 all 
Dining room built-ins, Oct 122 all 
Divider-planter storage unit for projection 
equipment, Feb 93 all 
Firewood, easily accessible to fireplace, 
Feb 86 all 
Kitchen storage, 4 ideas, Mar 114 §; 
June 108 C 
Pictures, 2 ways to store, Feb 96 all 
Shelves, simple wall-hung, Nov 123 all 
Storage ideas for pots and pans, Dec 120 N 
Turntable in closet, May 167 all 





APPETIZERS, RELISHES AND 
PICKLES 


Anchovy fritters, Apr 188 all 

Bacon-banded olives, Oct 96 all 

Camembert mousse, July 136 all 

Canapés to freeze ahead of time, Oct 174 all 

Celery relish, Oct 182 alll 

Chafing dish clams, Feb 113 all 

Cheese and pickle strips, May 210 N, C; 
Nov 200S 

Cheese paprikas, July 141 all 

Chopped liver appetizer, Aug 122 all 

Cottage cheese rounds, Feb 113 all 

Cucumber rolls, Apr 182 all 

Dancy tangerine chutney, Feb 117 all 

Deviled biscuits, Dec 158 all 

Eggplant relish, Aug 129 all 

Foundations for appetizers, Oct 174 all 

French paté, Oct 204 all 

Fromage glacé, July 136 all 

Grape appetizers, July 130 all 

Green and black olive cheese bread, 
Oct 96 all 

Ham and peanut squares, May 210 N, C; 
Nov 2008 

Hot raw beef sandwiches, Oct 182 all 

Hot appetizers, June 130 all 

La tapénade, Jan 100 all 

Liptauer, Aug 122 all 

Liverwurst paté, May 206 all 

Marinated olives, Oct 96 all 

Onion and anchovy strips, Nov 168 all 

Orange and tuna cocktail, Mar 166 all 

Oysters in cups, Dec 160 all 
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FOOD AND ENTERTAINING 


APPETIZERS, RELISHES AND 
PICKLES (Cont.) 


Peanut appetizer crisps, Feb 124 all 
Pineapple curried mayonnaise, June 146 all 
Prawns alla Rimini, Oct 156 all 
Raw mushroom appetizer, Dec 158 ali 
Raw mushroom dip, Feb 113 all 
Sambal, July 141 all 
Sardine canapés, Feb 113 all 
Sesoy chicken, Sept 137 all 
Shrimp chutney, May 217 all 
Sicilian antipasto, Dec 158 all 
Steamed egg roll, Apr 182 all 
Steelhead or bass 4 la Krivenko, 
Mar 189 all 
Sweet carrot pickles, Sept 121 all 
Swiss toast, Nov 171 all 
Tarama salata, Nov 208 all 
Toasted cheese, nut squares, Feb 113 all 
Viennese eggs, Nov 171 all 


BAKING 
Breads 


Quick Breads 
brown fruit-nut bread, Jan 93 all 
butterscotch nut bread, Dec 106 all 
caraway-fruit quick bread, Oct 157 all 
cheese biscuits, Oct 196 all 
cheese popovers, June 135 all 
cranberry cornbread with creamed turkey, 

Nov 168 all 


BAKING (Cont.) 
Breads (Cont.) 
Quick Breads (Cont.) 


cranberry-orange bread, Jan 106 N, C; 
Mar 164 S 

fresh apple bread, July 105 all 

Fruit flavored breads, 3 recipes, May 208 all 

green and black olive cheese bread, 
Oct 96 all 

Hawaiian bread, Feb 139 all 

hot apricot bread, May 206 all 

hot cheese rolls, Sept 153 all 

Meyer lemon bread, Feb 114 all 

muffins with crunch, Oct 189 all 

onion shortcake, Feb 142 N; Apr 177 C, 
1768S 

orange cream scones, June 128 all 

potato scones, Mar 169 all 

prune muffins, Mar 171 all 

pumpkin muffins, Oct 167 all 

puris, Sept 144 all 

raisin bread French toast, Sept 151 all 

rye quarters, May 188 all 

sables, Oct 180 all 

seed biscuits, Oct 195 all 

sweet fruit muffins, Oct 178 all 

toasted tortillas, Apr 159 N 

tuna, hominy spoon bread, Feb 132 all 

turkey spoonbread, Nov 186 all 

Yeast Breads 

brioche, 6 variations, Apr 168 all 

dark breads, 11 different kinds, 
Oct 164 all 

French bread flutes, Mar 197 all 
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FOOD AND ENTERTAINING 





BAKING (Cont.) 
Breads (Cont.) 
Yeast Breads (Cont.) 


hiivaleipa (Finnish bread), March 195 all 

miniature hot buttered rolls, Nov 172 all 

monkey bread, Oct 196 all 

9 breads, from basic white, Oct 162 all 

pain mollet, Oct 196 all 

Savarin ring, Mar 200 all 

saverud, Apr 188 all 

sourdough pan bread, Sept 165 all 

spiral bread, June 164 all 

sweet or savory Finnish buns, Dec 108 all 

sweet poppy seed rolls, Apr 160 C 

sweet yeast coffee bread (pulla or pitko), 
Oct 169 N, 170 C,S 

tart cinnamon rolls, Nov 195 all 

white bread, basic, Oct 158 all 

zwiebel kuchen (onion cake), Apr 99 all 


Cakes 


Apple-nut, Nov 191 N 
Apricot pannukakku, May 186 N,S 
Cherry chocolate, May 206 all 
Chocolate-date, Oct 157 all 
Chocolate frosting, Oct 173 N 
Chocolate orange marble, Oct 173 N 
Chocolate rum cream roll, Oct 172 N 
Cupcakes, quick topping for, Oct 196 all 
Délice au chocolat, Feb 126 all 
Fresh plum shortcake, June 135 all 
Fruit cakes, 4 recipes, Dec 182 N 
Grapefruit upside down cake, Jan 98 all 
Individual shortcakes, July 127 N 
Individual upside-down cakes, May 231 all 
Japanese fortune, Mar 156 all 
Mocha pudding, Nov 191 N 
Oatmeal spice, June 141 C; Aug 103 §; 
Nov 191 N 
Old times, Oct 169 N, 170 C,S 
Onion shortcake, Feb 142 N 
Panoche squares, May 210 N, C; Nov 200 S 
Pineapple, June 141 C; Aug 103 §; 
Nov 191 N 
Pound, 2 unusual recipes, Aug 124 N 
Prune spice, Nov 228 all; Nov 191 N 
Pumpkin, in three layers, Oct 167 all 
Raisin and nut, Nov 169 all 
Rum Cake de Maison, Jan 113 all 
Simple Swedish apple, Sept 151 all 
Snow White frosting, Nov 228 all 
Strawberry meringue, May 231 all 
Toasted cake squares, May 191 all 


Coffee Cakes 


Apple, Sept 134 N,S 
Pineapple ring, Apr 137 all 
Raisin-filled, Feb 142 C,S 


Cookies 


Annie’s crispy, Feb 120 C; Apr 193 N; 
Nov 180 S$ 

Bar cookies, 5 recipes, Oct 200 N, C 

Christmas sherry balls, Dec 144 all 

Cinnamon half moons, Oct 169 N, 170 C,S 

Cooky rabbits in spun sugar nests, 
Apr 138 all 

Filled cream wafers, Dec 62 all 

Ginger ball, Feb 120 C; Apr 193 N; 
Nov 180S 

Horseshoes, Oct 169 N, 170 C,S 

Husarenkrapferl, Aug 122 all 

Ladyfingers, June 162 all 

Lemon-nut refrigerator, Apr 137 all 

Macadamia nut squares, Mar 135 all 
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BAKING (Cont.) 
Cookies (Cont.) 


Mild ginger, Dec 147 all 

Oatmeal, 5 variations, Sept 161 C 
Oatmeal fruit, Dec 140 all 

Orange torte, Oct 169 N,170 C,S 
Pear bars, Sept 149 all 
Pebbernodder, Dec 147 all 

Praline quicks, July 130 all 

Raisin vanilla drops, Feb 142 C,S 
Raspberry strip, Oct 169 N, 170 C,S 
Rich vanilla, Dec 62 all 

Rye (ruiskakut), Dec 144 all 
Sesame seed, June 129 all 

Snowball tortes, Oct 215 all 

Whole wheat refrigerator, Nov 224 all 


Pancakes and Waffles 


Pancakes 
breakfast blintzes, Aug 120 all 
buckwheat, Nov 224 all 
clamcakes, Jan 119 all 
corn batter cakes, Apr 165 all 
delicate bread crumb, Jan 119 all 
Pop’s hotcakes, Jan 106 N, C; Mar 1645 
Waffles 
chocolate waffle dessert, Mar 145 all 
corn-and-ham, Mar 145 all 
fresh coconut, May 220 N; Aug 1248S 
sour cream, with shrimp, mushrooms, 
Mar 145 all 


Pies 


Apple, 2 recipes, Oct 192 N 

Bavarian peach, Sept 121 all 

Black bottom squares, Oct 173 N 

Caramel pecan pumpkin, Oct 167 all 

Cheese and onion tart, Oct 216 all 

Cherry-cheese, Feb 140 all 

Chicken and apricot, Feb 135 all 

Coffee eggnog cream, Dec 136 N, 132 C,S 

Elderberry frontier, Aug 1381 N 

Fatiah, Apr 187 all 

Fresh coconut, Jan 93 all 

French flans, May 219 all 

Fresh pineapple, June 146 all 

Graham cracker crust with French bread 
crumbs, June 170 all 

Hawaiian pear, Mar 164 C 

Mandarin orange chiffon, Nov 169 all 

Max Kuney’s angel, July 123 all 

Onion and bacon, Apr 136 all 

Open-faced apple pastry, Sept 184 N,S 

Open peach, Aug 118 all 

Overnight meringue shells, Sept 127 all 

Pear, Oct 182 all 

Pear pineapple, Aug 95 all 

Quiches, filling ideas, Feb 120 S 

Quick blueberry, Mar 169 all 

Rangpur lime meringue, Feb 114 all 

Rhubarb-strawberry, Mar 164 C 

Summer plum, July 105 all 

Swedish apple, Sept 184 N,S 


Sweet cherry, with almond or brandy sauce, 


Feb 140 all 
Wheat-crisp pear, Jan 106 N, C; Mar 1645 


BARBECUING 


Barbecue sauce for lamb, May 200 all 

Beef loaf, Oct 187 all 

Boneless turkey with cumin-sherry glaze, 
July 68 all 

Butterflied leg of lamb with herb baste, 
July 69 all 


BARBECUING (Cont.) 


Capretto (baby goat), 2 recipes, Apr 142 all 

Cheeseburgers, July 69 all 

Chicken barbecue, July 69 all 

Chicken or spareribs, June 132 all 

Corn on the cob, June 135 all; June 149 all 

Duck, charcoal-roasted, Sept 142 all 

Gingered-barbecued spareribs, July 69 all 

Italian-barbecued butcher steak, July 68 all 

Italian garlic sausage with summer squash, 
June 141 N, S; Oct 224 C 

Korean shortrib barbecue, Sept 141 all 

Lamb, Indian style, Sept 142 all 

Picnic barbecue, May 204 all 

Pollo sostanzo sopra carbone, Apr 156 all 

Rib steaks, South American, July 68 all 

Sate (skewered broiled meat), July 109 all 

South African grilled lamb cubes, July 69 all 

Steak Chateaubriand with Maitre d’Hotél 
butter, July 115 N 

Sunset Barbecue Cook Book, Sunset book, 
May 233 all 

Swordfish steak, lemon basie, July 129 all 

Tenderloin steak Casanova, Aug 122 all 

Turkey, smoked under foil hood, Nov 100 all 

Zucchini-tomato kebabs, July 129 all 


BEVERAGES 


Christmas punches, Dec 116 all 

Dry ice in punch bowl, Oct 216 all 

Fruit drinks with buttermilk, 3 recipes, 
Sept 156 C; Nov 231 N 

Italian tamarind-grenadine punch, 
Mar 180 all 

Muscat wine punch, Nov 171 all 

Orange-apricot nectar, Feb 108 all 

Punch treats for children, 6 recipes, 
May 210 N, C; Nov 2005S 

Sorbetes (milk and fruit juice), 10 recipes, 
June 177 all 

Wine Making at Home, book review, 
Oct 271 S 


CANDIES 


Almonds, candy-dipped, Dec 63 all 
Date-nut roll, Dec 144 all 
Fruit-filled pecans, Dec 63 all 
Fudge, quick, Dec 144 all 

Lime divinity, Dec 144 all 

Walnut creams, Dec 63 all 
Western nut brittle, Oct 220 N,S 


CASSEROLES 


Almond chicken, in cream, Sept 156 N,S 

Beets with mandarin oranges, May 177 all 

Blanched, layered Swiss chard, Mar 176 all 

Carrot soufflé, Mar 169 all 

Carrots in milk, Jan 106 S; Feb 144 N; 
Apr 193 C 

Celery with water chestnuts, Sept 120 all 

Chicken, 4 recipes, May 220S 

Chicken with ginger, Oct 157 all 

Chicken with grapes, Sept 155 N,S 

Chinese tuna, June 129 all 

Chive oven omelet, July 129 all 

Clam soufflé, Nov 178 N 

Clam soufflé, shrimp sauce, Apr 177 N 

Confetti rice, July 104 all 

Corn and tomato bake, Nov 180 C 

Eggplant Acapulco, Jan 106 S; Feb 144 N; 
Apr 193 C 

Florentined sole, Sept 153 all 
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CASSEROLES (Cont.) 


Frankfurter-refried bean, quick, Apr 180 all 

Ground beef-cabbage, Feb 106 all 

Hot crab salad, quick, Apr 177 N 

Indian pilau, Nov 198 all 

Lamb parmesan, May 198 all 

Lasagne, May 224 all 

Layered tuna, Sept 120 all 

Lima-sausage, Aug 95 all 

Limas and mushrooms in cream, Nov 180 C 

Main dish custards, Mar 152 all 

Mushroom and veal ragout, Jan 94 all 

Oaxacan baked black beans, Apr 159 N; 
May 213 S 

Pork and sweet potato bake, Feb 130 all 

Potato and tomato pie, Dec 158 all 

Potatoes Parmesan, July 142 all 

Quick potato, Jan 102 all 

Sagebrush lima bean, Mar 172 S 

Sausage, Dec 158 all 

Scotch pie, Feb 130 all 

Short ribs with limas, Jan 93 all 

Spaghetti with salami tomato sauce, 
June 141 N,S 

Spinach soufflé, Mar 176 all 

Spinach tortina, Apr 178 N, S, 179 C 

Sweet potato, Nov 196 all 

Sweet potatoes with mincemeat, Dec 107 all 

Sweetbreads del playa, June 149 all . 

Tamale pie, Oct 96 all 

Tongue Florentine, Feb 130 all 

Tortilla cheese, May 176 all 

Tuna-potato soufflé, Oct 222 N,S 

Turkey custard, Nov 186 all 

Two-cheese soufflé, Mar 135 all 

Yams with orange sauce, Apr 165 all 

Yorkshire pudding crown, ideas for fillings, 
Sept 142 all 

Zucchini with garlic, July 134 all 


CEREALS AND MACARONI 


Barley pilaff, May 206 all 
Cornmeal 
corn batter cakes, Apr 165 all 
cornmeal blinis, June 13] all 
marmalade hominy crisps, May 206 all 
Farina 
Cheese-topped farina rounds, Dec 160 all 
Macaroni 
macaroni cole slaw, Jan 92 all 
sweet basil macaroni, Aug 124 C; 
Nov 180 N 
Noodles 
alsatian noodles, Nov 208 all 
lasagne, May 224 all 
tossed noodles, Jan 119 all 
veal-noodle skillet meal, June 129 all 
Rice 
Armenian pilaf, Aug 129 all 
Bombay eggs with almond-raisin rice, 
June 168 all 
confetti rice, July 104 all 
filbert wild rice stuffing, Nov 174 all 
Greek spinach rice, Apr 180 all 
Indian pilau, Nov 198 all 
rice and shrimp salad, Oct 196 all 
rice pilaf salad, July 129 all 
rice-raisin stuffing, Nov 210 all 
rijst, July 109 all 
Spaghetti 
parsley spaghetti, Aug 124 C; Nov 180 N 
salmon Tetrazzini, quick, Apr 177 N 
with salami tomato sauce, June 141 N, S; 
Oct 224 C 
Wheat germ, ways to bake with, 
Jan 106 N, C; Mar 1645S 
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DAIRY PRODUCTS AND EGGS 
Butter 


Flavored for appetizers, Oct 176 all 
Hot pineapple butter, Apr 166 all 


Cheese 


Acorn squash with pineapple and cheese, 
Nov 227 all 
Ajoqueso, Jan 102 all 
Artichokes Parmesan, Nov 174 all 
Bacon-jelly cheese puff, Feb 108 all 
Blue cheese with cherries sandwich, 
July 77 all 
Broiled cheese triangles, Oct 178 all 
Camembert mousse, July 136 all 
Cheese and pickle strips, May 210 N, C; 
Nov 200 S$ 
Cheese boraks, Mar 148 N,S; July 127 C 
Cheese paprikas, July 141 all 
Cheese popovers, June 135 all 
Cheese soufflé, Aug 98 all 
Cheese soup, May 219 all 
Danish smoked cheese, making, Apr 147 all 
Dessert omelets, strawberry, Apr 137 all 
Fromage glacé, July 136 all 
Gouda with grapes sandwich, July 77 all 
Grapefruit cheesecake, Jan 96 all 
Greek cheese and spinach salad, July 118 all 
Green and black olive cheese bread, 
Oct 96 all 
Green beans with Swiss cheese sauce, 
Jan 92 all 
Ham and cheese with spiced peach 
sandwich, July 77 all 
Hot cheese rolls, Sept 153 all 
Italian fonduta, Mar 197 all 
Lamb chops, Roquefort sauce, Mar 203 S 
Mozzarella in carroza, Aug 129 all 
Open-faced cheeseburgers, Feb 110 all 
Parmesan breaded veal, Oct 215 all 
Parmesan grilled lamb, Oct 224 N,S 
Quiches, custard and filling ideas, Feb 120 S 
Ricotta with coffee and rum, Dec 158 all 
Roquefort dressing, May 208 all 
Sausage platter with cold cheese souffle, 
June 141 N, S; Oct 224 C 
Shrimp-cheese fondue, Feb 135 all 
Swiss cheese-stuffed knackwurst, 
June 141 N, S; Oct 224 C 
Swiss toast, Nov 171 all 
Toasted cheese, nut squar all 
Tortilla cheese casser .6 all 
Two-cheese soufR’ ' 
Tybo cheese w :Miwiade sandwich, 
July 77 all 


Cheese, Cottage 


Breakfast blintzes, Aug 120 all 

Cottage cheese in orange shell, July 127 N 

Cottage cheese rounds, Feb 113 all 

Cottage cheese salad dressing, Sept 144 all 

Cream and cottage cheese dessert base, 
Mar 172 N, C 

Dill cottage mousse, May 206 all 


Cheese, Cream 


Cheese and onion tart, Oct 216 all 

Cream cheese with apricots sandwich, 
July 77 all 

Cucumber-cream cheese sandwich spread, 
July 126 S; Sept 161 N, 134. C 

Liptauer, Aug 122 all 

Watercress, cheese sandwiches, Sept 144 all 


DAIRY PRODUCTS AND EGGS (Cont.) 


Cream 


Cream and cottage cheese dessert base, 
Mar 172 N, C 


Cream, Sour 


Chilled sour cream cucumber soup, 
July 126 S; Sept 161 N, 134 C 

Salmon in dill sour cream, Oct 215 all 

Sour cream brilée, Apr 165 all 

Sour cream waffles with shrimp, mushrooms, 
Mar 145 all 


Eggs 


Bacon and egg salad, Oct 196 all 
Bean sprout omelet, Sept 161 5S; Oct 198 C 
Bombay eggs with almond-raisin rice, 
June 168 all 
Carrot soufflé, Mar 169 all 
Chive oven omelet, July 129 all 
Creole egg loaf, May 196 all 
Curried eggs, Feb 107 all 
Deviled egg in hard roll, July 127 N 
Egg salad on tomato slice sandwich, 
July 77 all 
Eggs Regal, Aug 129 all 
Fried egg rolls, July 109 all 
Green eggs mayonnaise in artichoke shells, 
June 170 all 
In mushroom sauce, Apr 145 all 
Javanese omelet, July 110 all 
Miniature ham and egg patties, Apr 166 all 
Mixed peppers with eggs, Jan 92 all 
Omelet for river rats, June 151 all 
Poached eggs, toast on spinach, 
May 219 all 
Poached Eggs Provencal, July 141 all 
Puffy vegetable ring, June 175 all 
Sausage-scrambled eggs, June 140 N, S; 
Oct 222 C 
Scrambled, 7 variations, Feb 129 all 
Shrimp chow dun, Sept 144 all; Oct 180 all 
Soufflés, 5 variations, Aug 96 all 
Steamed egg roll, Apr 182 all 
Viennese eggs, Nov 171 all 


Milk 


Buttermilk fruit drinks, 3 recipes 
Sept 156 C; Nov 231 N 
Dulce de leche, Mar 146 all 


Yogurt 


Cold asparagus with yogurt, May 188 all 
Tangerine-yogurt freeze, Feb 135 all 


DESSERTS 


Apple-nut cake, Nov 191 N 

Apple pie, 2 recipes, Oct 192 N 

Apricot pannukakku, May 186 N,S 

Bavarian peach pie, Sept 121 all 

Black bottom squares, Oct 173 N 

Blueberry ice, Dec 107 all 

Blueberry squares, July 114 C 

Camembert mousse, July 136 all 

Cantaloup, strawberry sauce, July 129 all 

Caramel cake sundae, May 210 N, C; 
Nov 200 S 

Caramel pecan pumpkin pie, Oct 167 all 

Cheesecake with poppy seeds, Oct 184 all 

Cherry-cheese pie, Feb 140 all 

Cherry chocolate cake, May 206 all 
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DESSERTS (Cont.) 


Cherry crunch, Feb 110 all 
Chocolate-cornflake quicks, Jan 119 all 
Chocolate orange marble cake, Oct 173 N 
Chocolate rum cream roll, Oct 172 N 
Chocolate waffle dessert, Mar 145 all 
Christmas almond torte, Dec 128 all 
Coffee eggnog cream pie, Dec 136 N, 
132 C, S 
Cooky rabbits in spun sugar nests, 
Apr 138 all 
Creme au chocolat, Nov 210 all 
Crépes Suzette, July 115 N 
Délice au chocolat,-Feb 126 all 
Dessert omelets, strawberry, Apr 137 all 
Dessert smorrebrod creations, July 77 all 
Dobos torte, Apr 160 N; Nov 178S 
Dulce de leche, Mar 146 all 
Elderberries, wild, 2 recipes, Aug 130 N 
Fig, fresh, 2 recipes, Sept 128 all 
Flaming pears in rum butter sauce, 
Nov 177 all 
Flaming flan, 4 variations, Dec 122 all 
French flans, May 219 all 
Fresh coconut pie, Jan 98 all 
Fresh pineapple, 3 recipes, June 146 all 
Fresh plum shortcake, June 135 all 
Fromage glacé, July 136 all 
Gateau moka, June 164 all 
Giant snowball, Dec 1388 N,S 
Grand Marnier soufflé, Aug 101 all 
Grapefruit cheesecake, Jan 96 all 
Grapefruit upside down cake, Jan 98 all 
Grapes chantilly, Mar 172 N, C 
Hot caramel peaches, Dec 128 N, 130 C,S 
Ice cream 
Bearss lime, Feb 117 all 
burnt sugar freezer, July 132 all 
eggnog, Dec 136 N, 182 C,S 
fresh vanilla custard, June 167 all 
Ice cream torte, Nov 200 N, C 
Individual shortcakes, July 127 N 
Individual upside-down cakes, May 231 all 
Kadota figs in rum cream, Mar 172 N, C 
Kinnow mandarin fluff, Feb 117 all 
Mandarin dessert, Apr 166 all 
Mandarin orange chiffon pie, Nov 169 all 
Maple glazed apples, Sept 182 N,S 
Max Kuney’s angle pie, July 123 all 
Melon desserts, 3 recipes, June 154 all 
Mocha pudding cake, Nov 191 N 
Nectar peaches Monterey, Oct 189 all 
Norwegian chocolate fromage, Oct 172 N 
Oatmeal spice cake, June 141 C; Aug 103 §; 
Nov 191 N 
Open-faced apple pastry, Sept 184 N,S 
Orange soufflé, May 188 all 
Overnight meringue shells, Sept 127 all 
Papaya crumble, Mar 172, N, C 
Peach cream, Mar 172 N, C 
Peach, fresh, 6 recipes, Aug 116 all 
Peach-raspberry dessert, Feb 129 all 
Peanut brittle mousse, Apr 188 all 
Pear bars, Sept 149 all 
Pear pineapple pie, Aug 95 all 
Pineapple cake, June 141 C; Aug 108 §; 
Nov 191 N 
Pineapple coconut cream pie, Apr 160 S 
Pound cakes, 2 unusual recipes, Aug 124 N 
Praline quicks, July 130 all 
Prune spice cake, Nov 228 all; Nov 191 N 
Puddings 
Arab pumpkin, Oct 167 all 
avocado cream, Dec 136 N, 182 C,S 
baked rhubarb, Mar 169 all 
fresh fruit tapioca, May 177 all 
Mexican bread, Feb 107 all 
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DESSERTS (Cont.) 
Puddings (Cont.) 


*pathic, June 152 all 
peach crumb, Aug 122 all 
peanut apple, Sept 182 N,S 
whipped fruit juice, Nov 182 all 
Pumpkin cake in three layers, Oct 167 all 
Quick blueberry pie, Mar 169 all 
Raisin and nut cake, Nov 169 all 
Rangpur lime meringue pie, Feb 114 all 
Raspberry mousse, Sept 153 all 
Ricotta with coffee and rum, Dec 158 all 
Rum Cake de Maison, Jan 113 all 
St. Joseph’s Day pastries, Mar 190 all 
Salzburger Nockerls, May 213 N,C; 
July 1148 
Savarin, Mar 200 all 
Sherbets 
blue berry ice, Dec 107 all 
fresh orange, Aug 129 all 
ginger, May 219 all 
lemon-almond, June 135 all 
pineapple-buttermilk, Nov 198 all 
tangerine-yogurt freeze, Feb 135 all 
Sherbet holly bowl, Dec 188 N,S 
Snowball tortes, Oct 215 all 
Sour cream brilée, Apr 165 all 
Strawberries Alexandria, Apr 188 all 
Strawberry delight, Mar 172 N, C 
Strawberry-pineapple cup, June 136 all 
Sugar-crusted baked apples, Mar 135 all 
Summer plum pie, July 105 all 
Swedish apple pie, Sept 184 N,S 
Sweet cherry pie with almond or brandy 
sauce, Feb 140 all 
Sweet cherry torte, June 181 all 
Toasted almond blackberry torte, 
Nov 172 all 
Toasted cake squares, May 191 all 
West Indies parfait with strawberries, 
May 206 all 
Wheat-crisp pear pie, Jan 106 N, ¢ 


FISH AND SHELLFISH 


Albacore, fresh, June 164 all 
Anchovies 
anchovy and onion sandwich, July 77 all 
anchovy fritters, Apr 188 all 
olives, anchovy green salad, Oct 97 all 
onion and anchovy strips, Nov 168 all 
Bass, striped a la Krivenko, Mar 189 all 
Clams 
Billi Bi soup, Apr 187 all 
chafing dish clams, Feb 113 all 
clam fritters, Apr 166 all 
clam soufflé, Nov 178 N 
clam soufflé, shrimp sauce, Apr 177 N 
clamcakes, Jan 119 all 
double chowder, Feb 132 all 
New England clam chowder, Apr 177 } 
sausage clam loaf, Oct 170 N, 172 S 
Crab 
crab and olive filled buns, Mar 134 all 
crab salad for pastry shells, 
May 220 C; Sept 162, N,S 
crab soup, Nov 178 N 
crab stuffed mushrooms, Feb 122 all 
cracked crab supreme, Apr 156 all 
hot crab salad, quick, Apr 177 N 
kepiting goreng (fried crab), July 119 all 
king crab cakes, Aug 122 all 
3 serving ideas, Jan 94 all 
Fish fillets Aleorn, Feb 137 all 
Fish fillets mousseline, quick, Apr 176 N 
Halibut, poached, with shrimp, Nov 222 all 
Herring, Inlagd Sill, Jan 114 all 
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FISH AND SHELLFISH (Cont.) 


Ikan goreng (fried fish), July 110 all 
Lobster 
broiled lobster tails, May 188 all 
frozen, 3 elegant recipes, Jan 108 all 
Mahimahi fillet, Apr 156 all 
Oysters 
nut crusted fried oysters, Nov 179 N 
oyster chowder, May 177 all 
oyster salad with fresh tomato dressing, 
Nov 196 all 
oysters in cups, Dec 160 all 
Prawns alla Rimini, Oct 156 all 
Rock fisherman’s stew, Mar 186 all 
Rockfish gualala, Sept 137 all 
Roe salad, Apr 188 all 
Salmon 
Chetco River salmon bake, Aug 113 all 
chilled, with cucumber sauce, June 128 all 
in Hollandaise cream, Feb 132 all 
oven cooked, Aug 95 all 
pickled salmon belly, July 121 all 
salmon, cucumber sandwich, July 77 all 
salmon in dill sour cream, Oct 215 all 
salmon Tetrazzini, quick, Apr 177 N 
the king’s sister (salmon chowder), 
Mar 184 all 
with dill sauce, Apr 166 all 
Sardine canapés, Feb 113 all 
Scallops 
Coquille Saint-Jacques, Apr 177 N 
half-time scallops, Oct 187 all 
scallop seviche, Aug 120 all 
Sea stew, Dec 106 all 
Seafood-cucumber sandwich filling, 
July 126 S; Sept 161 N, 134 C 
Shrimp 
fan tail shrimp, Nov 178 N 
garnalen bollen (shrimp balls), 
July 110 all 
Krupuk (shrimp puffs), July 113 all 
poached halibut with shrimp, Nov 222 all 
quick shrimp-tomato aspic, June 135 all 
rice and shrimp salad, Oct 196 all 
shrimp, asparagus sandwich, July 77 all 
shrimp aspic, Sept 144 all 
shrimp-cheese fondue, Feb 135 all 
shrimp chow dun, Sept 144 all; Oct 180 all 
shrimp chutney, May 217 all 
shrimp foo yung, Oct 224 N,S 
sole mousse with shrimp, Nov 172 all 
Smoking fish at campsite, Mar 120 C, §; 
June 33 N 
Sole 
filet of sole with eggplant, Oct 180 all 
Florentined sole, Sept 153 all 
Sole Marguery, quick, Apr 176 N 
sole mousse with shrimp, Nov 172 all 
stuffed fillet of sole, Nov 178 N 
Steelhead a la Krivenko, Mar 189 all 
Swordfish steak, lemon baste, July 129 all 
Tuna 
baked tuna rolls, May 194 all 
Chinese tuna casserole, June 129 all 
layered tuna casserole, Sept 120 all 
orange and tuna cocktail, Mar 166 all 
tuna-olive buns, July 127 N 
tuna-potato soufflé, Oct 222 N,S 
tuna salad, oriental, Aug 94 all 
with hominy spoon bread, Feb 132 all 


FOREIGN COOKERY 
African 


Grilled lamb cubes, July 69 all 
Rice-raisin stuffing, Nov 210 all 
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FOREIGN COOKERY (Cont.) 
Armenian 


Cheese boraks, Mar 148 N,S; July 127 C 
Meat ball soup, Oct 156 all 
Pilaf, Aug 129 all 


Austrian 


Husarenkrapferl, Aug 122 all 

Liptauer, Aug 122 all 

Salzburger Nockerls, May 213 N, C; 
July 1148 


Chinese 


Back-to-the-pot meat, Nov 213 all 

Candied vegetables, Nov 214 all 

Chinese beef with oyster sauce, Feb 126 all 
Chrysanthemum bowl, Sept 72 all 

Fried wun tun appetizers, June 131 all 
“Friendship dishes,” Sept 68 all 

Koo’s snow peas with pork, Nov 213 all 
Shrimp chow dun, Sept 144 all; Oct 180 all 
Spring onions and lamb, Nov 213 all 


Danish 


Danish smoked cheese, Apr 147 all 

Pastry-tasting tour of Denmark, June 157 all 

Pebbernodder, Dec 147 all 

Smorrebrod creations (open-faced 
sandwiches), July 76 all 


English 
Lemon curd, Feb 142 N; Apr 177 C, 176 S 


Finnish 


Appelsiinitorttu, Oct 169 N, 170 C,S 

Apricot pannukakku, May 186 N,S 

Coffee smorgasbord, Oct 168 all 

Entisaikojen kakku (old times cake), 
Oct 169 N, 170 C,S 

Hiivaleipa, Mar 195 all 

Pikkuleipien perustaikina (basic cooky 
dough), Oct 169 N, 170 C,S 

Pulla or pitko (sweet yeast coffee bread), 
Oct 169 N, 170 C,S 

Rye cookies (ruiskakut), Dec 144 all 

Sweet or savory buns, Dec 108 all 


French 


Brioche, 6 variations, Apr 168 all 
Chicken Cordon Bleu, Apr 190 all 
Flans, May 219 all 

French bread flutes, Mar 197 all 
French onion soup, Apr 98 all 
French paté, Oct 204 all 

La tapénade, Jan 100 all 

Sables, Oct 180 all 

Salade Aixoise, Nov 210 all 


German 


Blueberry squares, July 114 C 
Kase kuchen mit mohn, Oct 184 all 


Greek 


Cheese and spinach salad, July 118 all 
Greek spinach rice, Apr 180 all 
Skordalia (garlic sauce), May 219 all 
Tarama salata, Nov 208 all 
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FOREIGN COOKERY (Cont.) 
Hawaiian 
Fresh coconut waffles, May 220 N 


Hungarian 


Dobos torte, Apr 160 N; Nov 1785 


Indian 


Pilau, Nov 198 all 
Puris, Sept 144 all 


Indonesian 


Krupuk (shrimp puffs), July 113 all 
Pork broil, Apr 158 S 
Rijsttafel besar, July 106 all 


Italian 


Artichokes, Roman style, Oct 220 C, 226 S; 
Nov 232 N 

Asparagus recipes, May 228 all 

Capretto, 6 recipes, Apr 141 all 

Capretto arosto, Apr 154 all 

Cassata di fragole (strawberry meringue 
cake), May 231 all 

Dinner party, Roman style, May 223 all 

Fonduta, Mar 197 all 

Insalata di aranci, Dec 158 all 

Lasagne, May 224 all 

Melon with prosciutto, May 224 all 

Mozzareila in carroza, Aug 120 all 

Patate friti (fried potato puffs), May 228 all 

Romana insalada, May 228 all 

St. Joseph’s Day pastries, Mar 190 all 

Scaloppine di taccino, May 226 all 

Spinach with raisins, May 217 all 

Straciatella, Oct 180 all 

Tamarind-grenadine punch, Mar 180 all 


Japanese 


Beef mizutaki, Sept 71 all 

Doll festival for little girls, Mar 150 all 
“Friendship dishes,” Sept 68 all 

Main dish custards, Mar 152 all 
Steamed egg roll, Apr 182 all 


Korean 


“Friendship dishes,” Sept 68 all 
Korean broil, Apr 152 all 

Korean shortrib barbecue, Sept 141 all 
Sin-su-low, Sept 73 all 


Mexican and Spanish 


Ajoqueso, Jan 102 all 

Albondigas soup, Oct 227 C 

Chonitas, Feb 146 all 

Eggplant Acapulco, Jan 106 S; Feb 144 N; 
Apr 193 C 

Lemon green beans, Jan 106 S; Feb 144 N; 
Apr 193 C 

Mexican bread pudding, Feb 107 all 

Mexican brunch, Apr 158 N; May 210S 

Mexican sopes, May 192 all 

Oaxacan baked black beans, Apr 159 N; 
May 213 S 

Pollo con naranjas (chicken with orange), 
July 121 all 

Scallop seviche, Aug 120 all 

Vegetable dishes, 5 recipes, Jan 106 S; 
Feb. 144 N; Apr 193 C 


Norwegian 


Chocolate fromage, Oct 172 N 
Meatbails, May 198 all 
Saverud, Apr 188 all 


FOREIGN COOKERY (Cont.) 
Polish 
Warsaw salad, Apr 188 all 


South American 


Dulce de leche, Mar 146 all 
Sorbetes, 10 recipes, June 177 all 


Swedish 
Julglégg (Christmas wine), Dec 118 all 


Syrian 


Fatiah, Apr 187 all 


Thai 
Bangkok banana fritters, Nov 210 all 


Turkish 


Jajek (cucumber salad), Apr 190 all 
Plateau soup (yayla corbasi), Sept 159 all 
Wedding soup (dungan corbasi), Sept 159 all 


FREEZING 


Appetizers, cut-and-serve, Oct 176 all 

Freezer inventory, keeping, Nov 145 all 

Ice cream frozen in paper baking cups, 
Oct 171 N, 1738S 


FRUIT 


Apples 
apple-bacon open face sandwich, 
Oct 215 all 
apple flan, mincemeat sauce, Dec 124 all 
apple-nut cake, Nov 191 N 
apple-nut stuffing, Nov 206 all 
apple pie, 2 recipes, Oct 192 N 
apple sandwiches, May 210 N, C; 
Nov 200S 
applesauce-buttermilk drink, Sept 156 C; 
Nov 231 N 
applesauce with glamour, Nov 222 all 
cooking apples, 5 recipes, Sept 182 N, S 
French sausage and apple breakfast, 
June 140 N, §; Oct 222 C 
fresh apple bread, July 105 all 
fresh apple fruit loaf, May 208 all 
frozen apple salad, Dec 106 all 
lemon carrots and apples, Nov 178 C 
simple Swedish apple cake, Sept 151 all 
sugar-crusted baked apples, Mar 135 all 
Apricots 
chicken and apricot pie, Feb 135 all 
cream cheese with apricots sandwich, 
July 77 all 
Avocados 
avocado cream pudding, Dec 136 N, 
182 C,S 
avocado soup, Aug 126 all 
bacon and avocado salad, Oct 195 all 
retarding discoloration, Apr 166 all 
Bananas 
banana coconut tea bread, May 208 all 
banana sandwiches, May 210 N, C; 
Nov 200 S 
Bangkok banana fritters, Nov 210 all 
butterscotch banana bars, Oct 202 N, C 
pisang goreng (fried or baked bananas), 
July 110 all 
Berries 
*pathic pudding, June 152 all 
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FRUIT (Cont.) 


Blueberries 
blueberry ice, Dec 107 all 
blueberry squares, July 114 C 
quick blueberry pie, Mar 169 all 
with strawberries, cream, July 129 all 
Cherries 
cherry chocolate cake, May 206 all 
cherry crunch, Feb 110 all 
sweet cherry torte, June 181 all 
Coconut 
banana coconut tea bread, May 208 all 
coconut sweet potatoes, Nov 180 C 
fresh coconut pie, Jan 93 all 
fresh coconut waffles, May 220 N; 
Aug 124 S 
pepper steak with coconut, July 123 all 
white coconut fruit cake, Dec 182 N 
Cranberries 
cranberry-orange bread, Jan 106 N, C; 
Mar 164 5 
cranberry stuffing, Nov 206 all 
Elderberries, wild, cooking with, Aug 130 N 
Figs 
chafing dish figs in coppa, June 141 N, §; 
Oct 224 C 
fresh figs, 4 serving ideas, Sept 128 all 
Kadota figs in rum cream, Mar 172 N, C 
stewed fresh figs, Sept 151 all 
Fresh fruit tapioca pudding, May 177 all 
Fruit and chicken platter, June 154 all 
Fruit juice whipped pudding, Nov 182 all 
Fruit soufflé, Aug 101 all 
Grapefruit 
4 recipes using, Jan 96 all 
Grapes 
chicken in casserole with grapes, 
Sept 155 N,S 
Gouda with grapes sandwich, July 77 all 
grape-almond salad, coriander dressing, 
July 118 all 
grape appetizers, July 130 all 
grapes chantilly, Mar 172 N, C 
muscat wine punch, Nov 171 all 
pear-grape salad ring, Dec 127 N, 128 C,S 
turkey, grapes in patty shells, Feb 132 all 
Hot spiced fruit salad, Nov 168 all 
Kumquats 
spiced Nagami kumquats, Feb 117 all 
Lemons 
lemon consommé, Apr 197 all 
lemon curd, Feb 142 N; Apr 177 C, 176 S 
lemon-nut refrigerator cookies, Apr 137 all 
Meyer lemon bread, Feb 114 all 
Limequats 
Eustis limequat marmalade, Feb 117 all 
Limes 
Bearss lime ice cream, Feb 117 all 
lime consommé, Apr 197 all 
Rangpur limes, 2 recipes, Feb 114 all 
Melons 
cantaloup, strawberry sauce, July 129 all 
melon desserts, 3 recipes, June 154 all 
melon-onion salad bowl, July 118 all 
melon with prosciutto, May 224 all 
watermelons, determining ripeness, 
Aug 131 C,S 
Olives ; 
cooking with, 9 recipes, Oct 96 all 
crab and olive filled buns, Mar 134 all 
olives, 6-page editorial, Oct 92 all 
orange and olive patio salad, Oct 95 all 
tuna-olive buns, July 127 N 
Oranges 
beets with mandarin oranges, May 177 all 
broiled, Nov 196 all 
chicken and orange salad plate, 
May 191 all 
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FRUIT (Cont.) 
Oranges (Cont.) 


chicken with orange, Aug 94 all 
citrus salad, June 128 all 
cranberry-orange bread, Jan 106 N, C; 
Mar 1645 
fresh orange sherbet, Aug 129 all 
insalata di aranci, Dec 158 all 
Kinnow mandarin fluff, Feb 117 all 
mandarin dessert, Apr 166 all 
mandarin orange chiffon pie, Nov 169 all 
mandarin orange salad, Sept 120 all 
orange and olive patio salad, Oct 95 all 
orange and tuna cocktail, Mar 166 all 
orange baskets, Mar 154 all 
orange-buttermilk drink, Sept 156 C; 
Nov 231 N 
oran,e flan with orange-honey sauce, 
Dec 124 all 
orange tomato salad dressing, Sept 139 all 
Papaya 
papaya crumble, Mar 172 N, C 
pineapple-papaya fruit bowl, June 144 
N,S, 145 C 
Peaches 
Bavarian peach pie, Sept 121 all 
fresh peaches, 6 serving ideas, Aug 116 all 
ham and cheese with spiced peach 
sandwich, July 77 all 
hot caramel peaches, Dec 128 N, 130 C,S 
Nectar peaches Monterey, Oct 189 all 
peach cream, Mar 172 N, C 
peach crumb pudding, Aug 122 all 
peach-raspberry dessert, Feb 129 all 
Pears 
flaming, in rum butter sauce, Nov 177 all 
Hawaiian pear pie, Mar 164 C 
pear bars, Sept 149 all 
pear-grape salad ring, Dec 127 N, 128 C,S 
pear pie, Oct 182 all 
pear pineapple pie, Aug 95 all 
wheat-crisp pear pie, Jan 106 N, C; 
Mar 1645S 
Pineapple 
acorn squash with pineapple and cheese, 
Nov 227 all 
crush drink, May 210 N, C; Nov 200S 
French toast ham sandwich with 
pineapple, May 214 all 
fresh, 5 serving ideas, June 144 N,S, 145 C 
hot pineapple butter, Apr 166 all 
pineapple-buttermilk sherbet, Nov 198 all 
pineapple cake, June 141 C; Aug 103 S; 
Nov 191 N 
pineapple coconut cream pie, Apr 160 S 
pineapple coffee cake ring, Apr 137 all 
pineapple-onion salad, Apr 165 all 
strawberry-pineapple fruit cup, 
June 136 all 
Plums 
fresh plum shortcake, June 135 all 
summer plum pie, July 105 all 
Raspberries 
peach-raspberry dessert, Feb 129 all 
raspberry mousse, Sept 153 all 
Rhubarb 
baked rhubarb pudding, Mar 169 all 
rhubarb-strawberry pie, Mar 164 C 
Sorbetes, 10 recipes, June 177 all 
Strawberries 
dessert omelets, strawberry, Apr 137 all 
rhubarb-strawberry pie, Mar 164 C 
Strawberries Alexandria, Apr 188 all 
strawberry delight, Mar 172 N, C 
strawberry meringue cake, May 231 all 
strawberry-pineapple fruit cup, 
June 136 all 


FRUIT (Cont.) 


Strawberries (Cont.) 


West Indies parfait with strawberries, 
May 206 all 

with blueberries, cream, July 129 all 
Tangelos 

Minneola tangelo marmalade, Feb 117 all 
Tangerines 

Dancy tangerine chutney, Feb 117 all 

tangerine-yogurt freeze, Feb 135 all 


FRUIT, DRIED 


Apricots 
hot apricot bread, May 206 all 
pork apricot loaf, Oct 170 N, 1728 
Brown fruit-nut bread, Jan 93 all 
Dates 
cholocate-date cake, Oct 157 all 
orange gumdrop date bread, May 208 all 
Fruit cakes, 4 recipes, Dec 132 N 
Fruit-filled pecans, Dec 63 all 
Prunes 
prune muffins, Mar 171 all 
prune spice cake, Nov 228 all; Nov 191 N 
Raisins 
raisin and nut cake, Nov 169 all 
raisin-filled coffee cake, Feb 142 C,S 
raisin vanilla drops, Feb 142 C,S 
rice-raisin stuffing, Nov 210 all 
spinach with raisins, May 217 all 


JAMS, JELLIES, CONSERVES 


Eustis limequat marmalade, Feb 117 all 
Golden thread marmalade, Jan 96 all 
Lemon curd, Feb 142 N 

Minneola tangelo marmalade, Feb 117 all 
Rangpur lime jelly, Feb 117 all 

Ripe tomato marmalade, July 105 all 
Spiced elderberry, Aug 131 N 

Spiced Nagami kumquats, Feb 117 all 


MEAT 


Bacon 
apple-bacon sandwich, Oct 215 all 
bacon and avocado salad, Oct 195 all 
bacon and egg salad, Oct 196 all 
chicken livers with bacon, Mar 171 all 
liver and bacon patties, Apr 136 all 
onion and bacon pie, Apr 136 all 
Beef 
abon (crisp corned beef), July 110 all 
barbecue rib steaks, South American, 
July 68 all 
beef in sourdough, May 194 all 
beef mizutaki, Sept 71 all 
beef stew a la venture, June 142 all 
beef with green chiles, Nov 219 all 
Chinese beef with oyster sauce, Feb 126 all 
chopped liver appetizer, Aug 122 all 
corned beef, cabbage rolls, Oct 224 N,S 
corned beef, carrots, Dec 128 N, 130 C,S 
creamed dried beef with artichokes, 
Oct 222 N,S 
double steaks, Aug 114 all 
Dutch oven pot roast, Nov 169 all 
flank steak strips.sauté, Mar 134 all 
German beef, Feb 130 all 
green beans, steak, oriental, May 176 all 
hot raw beef sandwiches, Oct 182 all 
Italian-barbecued butcher steak, 
July 68 all 
jellied corned beef salad, Feb 106 all 
Korean broil, Apr 152 all 
Korean shortrib barbecue, Sept 141 all 
Korean style beef cubes, June 130 all 
liver and bacon patties, Apr 136 all 
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MEAT (Cont.) 
Beef (Cont.) 


liver and beef balls, Sept 146 all 
liver and vinegar, Sept 184 N,S 
liver supreme, Sept 146 all 
Norwegian meatballs, May 198 all 
oven braised beef shanks, Mar 169 all 
pepper steak with coconut, July 123 all 
roast beef with horse-radish cream 
sandwich, July 77 all 
roast meat patties, Nov 232 C,S 
short ribs with limas, Jan 93 all 
Steak Chateaubriand with Maitre 
d’Ho6tel butter, July 115 N 
stuffed flank steak, Oct 156 all 
tenderloin steak Casanova, Aug 122 all 
the world’s best hash, Nov 221 all 
Beef, Ground 
barbecued beef loaf, Oct 187 all 
barbecued cheeseburgers, July 69 al! 
beef and pork loaf, Oct 171 N,173S 
ground beef burgundy, June 135 all 
ground beef-cabbage casserole, Feb 106 all 
ham-beef rolls with fruit, July 104 all 
liver and beef balls, Sept 146 all 
Meat loaf variations, Oct 170 N, 172S 
Mexican meat patties, Oct 222 N,S 
open-faced cheeseburgers, Feb 110 all 
soups, meat ball, Oct 227 C 
tarragon beef burgers, Sept 149 all 
Capretto (baby goat) 
capretto arosto, Apr 154 all 
6 recipes, Apr 141 all 
Frankfurter-refried bean casserole, 
Apr 180 all 
Ham 
caramelized ham with walnuts, Apr 158 S 
chicken breasts in ham with Gjetost 
sauce, Sept 155 N,S 
corn-and-ham waffles, Mar 145 all 
French toast ham sandwich with 
pineapple, May 214 all 
ham and cheese with spiced peach 
sandwich, July 77 all 
ham and mushroom toast, Sept 144 all; 
Oct 180 all 
ham-beef rolls with fruit, July 104 all 
ham in a crust, Apr 165 all 
ham loaf, Oct 170 N, 172S 
ham roll-ups, July 130 all 
ham soufflé, Aug 98 all 
melon with prosciutto, May 224 all 
miniature ham, egg patties, Apr 166 all 
Lamb 
artichoke and lamb stew, Nov 210 all 
barbecue sauce for, May 200 all 
butterflied leg of lamb with herb baste, 
July 69 all 
charcoal roasted, Indian style, 
Sept 142 all 
fatiah, Apr 187 all 
4 delicious recipes, Mar 203 S 
German lamb, Feb 110 all 
holiday leg of lamb with mushroom 
stuffing, Dec 126 all 
lamb chops, tarragon, May 217 all 
lamb curry, June 142 all; Aug 94 all 
lamb Parmesan, May 198 all 
lamb shanks or shoulder, 4 recipes 
using, Nov 231 C,S 
Parmesan grilled lamb, Oct 224 N,S 
South African grilled lamb cubes, 
July 69 all 
special lamb stew, Feb 106 all 
spring onions and lamb, Nov 213 all 
stuffed leg of lamb, Oct 180 all 
Turkish lamb in a loaf, May 194 all 
with okra, Sept 121 all 
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MEAT (Cont.) 


Liver 
liver loaf, Oct 170 N, 1725 
Liverwurst paté, May 206 all 
Meat shopping for two, Feb 120 N 
Pork 
back-to-the-pot meat, Nov 213 all 
beef and pork loaf, Oct 171 N, 173 S 
caraway pork chops, Apr 158 C 
citrus pork chops, Dec 107 all 
ginger-barbecued spareribs, July 69 all 
Indonesian pork broil, Apr 158 S 
Koo’s snow peas with pork, Nov 213 all 
Norwegian meatballs, May 198 all 
pork and sweet potato bake, Feb 130 all 
pork apricot loaf, Oct 170 N, 172S 
pork chops Madeira, May 203 all 
sate (skewered broiled meat), July 109 all 
spareribs, barbecued, June 132 all 
spareribs supreme, Feb 139 all 
spicy sparerib barbecue sauce, 
May 176 all 
suckling pig, Dec 180 N, 187 C, 1386S 
sulz, Jan 100 all 
tamarind glazed spareribs, Mar 180 all 
Sausage 
baked, Nov 196 all 
lamb and sausage platter, Mar 203 S 
lima-sausage casserole, Aug 95 all 
liver cakes and potato balls, Feb 135 all 
sausage and potatoes au gratin, 
Feb 132 all 
sausage casserole, Dec 158 all 
sausage clam loaf, Oct 170 N, 172 S 
sausage dishes, easy to prepare, 
June 140 N, S; Oct 222 C 
sausage fruit cake, Dec 182 N 
Sweetbreads del playa, June 149 all 
Tongue Florentine, Feb 130 all 
Veal 
brain fritters, Mar 200 all 
cashew veal, Apr 1605S 
mushroom and veal ragout, Jan 94 all 
Parmesan breaded veal, Oct 215 all 
salami saltimbocca, June 141 N, S; 
Oct 224 C 
veal-noodle skillet meal, June 129 all 
veal sauté, Oct 222 N,S 
Venison 
4 serving ideas, Oct 198 N, S, 172 C 
venison goulash, Sept 139 all 


MENUS 
Breakfasts 


For four, Apr 165 all 

May, May 206 all 

Sunday, Mar 171 all 

Weekday, Sept 151 all 

Weekend, Aug 129 all 

Weekend, with fresh rolls, Nov 195 all 


Brunches 


Crab custard, Jan 94 all 

Fourth of July patio, July 129 all 
Guest, Feb 108 all 

Mexican, Apr 158 N; May 210S 
Scandinavian, Oct 215 all 


Buffets 


Elegant, Nov 171 all 

Festive lamb dinner, Dec 126 all 
January, Jan 94 all 

Sandwich, July 76 all 


Dinners 
Barbecue for two, July 129 all 
Buffet, Sept 153 all 


MENUS (Cont.) 
Dinners (Cont.) 


Company, May 206 all 

Dinner afloat, July 114 N 

Dinner Party Cook Book, Sunset book, 
Oct 218 all 

Easter, Apr 162 all 

Elegant duck, Mar 166 all 

February family, Feb 108 all 

Guest, Aug 126 all 

Hot corned beef, Dec 128 all 

Outdoor company, June 132 all 

Roman, May 223 all 

Salmon, for two, Oct 215 all 

Small dinner party, Nov 172 all 

Thanksgiving, Nov 196 all 


Lunches 


Bread and salad, May 206 all 
Broiled lobster, May 188 all 
Calorie counter’s, Mar 169 all 
Cool summer, July 130 all 
Crab salad, Jan 94 all 

Family, Sept 151 all 
Low-calorie, Nov 198 all 
Meatball soup, Dec 128 N, 180 C,S 
Quick, Oct 215 all 

Quick family, Apr 166 all 
Salad, May 191 all; June 135 all 
Soup and burger, Feb 110 all 
Summer, Aug 129 all 


Parties 


Dolls’ festival for little girls, Mar 150 all 
Rijsttafel besar, July 106 all 


Picnics 


Barbecue, May 204 all 
Knapsack for youngsters, 3 menus, 


July 126 N 


Suppers 


Crab sandwich, Jan 94 all 
Easy Lenten, Apr 166 all 
Fall, Sept 149 all 

Family, June 135 all 

Family casserole, Nov 196 all 
Meat and potato, Mar 169 all 
Special, for four, Oct 212 all 
Unusual, Aug 129 all 


MISCELLANEOUS 


Chafing dish fuel, Mar 159 all 
Cherry blossom popcorn, Mar 156 all 
English measuring, Feb 122 all 
Entrée, definition of, Mar 198 all 
Entrées, quick, Feb 130 all 
Food for backpackers, campers, Aug 108 all 
Feod spoilage, questions about, Aug 104 all 
Foreign cooking class, organizing, 
Oct 227 N, 193 C, 192S 
Picnicking along road in Europe, 
June 162 all 
Seed cookery, Apr 158 C 
Spice racks, 3 different, Aug 106 all 
Vanilla bean, how to use, June 167 all 


NUTS 


Almonds 
almond chicken, Oct 189 all 
almond chicken, in cream, Sept 156 N,S 
almonds, candy-dipped, Dec 68 all 
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NUTS (Cont.) 
Almonds (Cont.) 


grape-almond salad, coriander dressing, 
July 118 all 
toasted almond blackberry torte, 
Nov 172 all 
Brown fruit-nut bread, Jan 93 all 
Cashew veal, Apr 1605 
Filbert wild rice stuffing, Nov 174 all 
Macadamia nut squares, Mar 135 all 
Peanuts 
peanut appetizer crisps, Feb 124 all 
peanut apple pudding, Sept 132 N,S 
Pecans 
caramel pecan pumpkin pie, Oct 167 all 
pecans, fruit-filled, Dec 63 all 
Sugar glazed nuts, Dec 63 all 
Toasted cheese, nut squares, Feb 118 all 
Walnuts 
apple-nut cake, Nov 191 N 
apple-walnut stuffing, Nov 206 all 
caramelized ham with walnuts, Apr 158 5 
creamed onions and walnuts, Nov 180 C 
lemon-nut refrigerator cookies, Apr 137 all 
nut crusted fried oysters, Nov 179 N 
raisin and nut cake, Nov 169 all 
walnut creams, Dec 68 all 
Western nut brittle, Oct 220 N,S 
Western nuts, Sunset report on (roasting, 
toasting, storing, nut butters, measure- 
ment chart), Feb 66 all 


POULTRY 


Chicken 

ajam ketjap (chicken in soy), July 109 all 

almond chicken, Oct 189 all 

barbecued, June 132 all 

broiler-fryer recipes, Mar 136 all 

casseroles, 4 recipes, May 220 S 

chicken and apricot pie, Feb 135 all 

chicken, orange salad plate, May 191 all 

chicken barbecue, July 69 all 

chicken Cordon Bleu, Apr 190 all 

chicken cream, French toast, May 214 all 

chicken-cucumber sandwich filling, 
July 126 S; Sept 161 N, 134 C 

chicken juniper, Aug 113 all 

chicken livers with bacon, Mar 171 all 

chicken San Marino, Mar 198 all 

chicken scallopini, Apr 188 all 

chicken Sevillano, Oct 97 all 

chicken soup, Mar 152 all 

chicken with ginger, Oct 157 all 

chicken with orange, July 121 all 

chile chicken aspic, July 104 all 

Chonitas, Feb 146 all 

citrus chicken, Jan 96 all 

4 elegant recipes, Sept 155 N,S 

fried spiced chicken livers, July 110 all 

fruit and chicken platter, June 154 all 

garlic chicken, Nov 208 all 

glazed roast Rock Cornish game hens, 
Nov 174 all 

green chile chicken, Jan 116 all 

herbed chicken livers, Aug 129 all 

oven sauté chicken, May 206 all 

Pat’s chicken, Nov 221 all 

pineapple chicken salad, June 144 N, 5, 
145 C 

pollo sostanzo sopra cabrone, Apr 156 all 

Rock Cornish game hens, cooking 
techniques, Oct 200 S 

sesame chicken, Jan 100 all 

sesoy chicken, Sept 137 all 

Singapore soup, May 219 all 

stuffed chicken breast birds, Sept 123 all 

with orange, Aug 94 all 
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POULTRY (Cont.) 


Duck 

Caneton St. Michel, Dec 140 all 

charcoal-roasted, Sept 142 all 

glazed, Mar 169 all 

Turkey 

barbecued boneless turkey with cumin- 
sherry glaze, July 68 all 

California turkey stuffing, Dec 140 all 

cranberry cornbread with creamed turkey, 
Nov 168 all 

leftover, 4 serving ideas, Nov 186 all 

roasting, how to, Nov 208 all 

scaloppine di taccino, May 226 all 

smoked, under foil hood, Nov 100 all 

stuffings, 3 new recipes, Nov 206 all 

turkey and grapes in patty shells, 
Feb 132 all 

turkey breast with red cabbage sandwich, 
July 77 all 

turkey crépes, Jan 121 all 


SALAD DRESSINGS 


Cottage cheese, Sept 144 all 

Dressing Pierrat, June 149 all 

Horseradish mayonnaise, May 217 all 

Lemon herb, Mar 189 all 

Mayonnaise, unsweetened olive oil, 
Jan 100 all 

Orange tomato, Sept 139 all 

Roquefort, May 208 all 

Sweet custard, Aug 129 all 

Tamarind, Mar 180 all 


SALADS 
Asparagus, Apr 136 all 
Asparagus-tomato, July 130 all 
Bacon and avocado, Oct 195 all 
Bacon and egg, Oct 196 all 
Ca sar, July 114 N 
Chici.en and orange salad plate, May 191 all 
Chile chicken aspic with avocado dressing, 
July 104 all 
Citrus, June 128 all 
Crab, for pastry shells, May 220 C; 
Sept 162 N,S 
Creamy crab, Jan 94 all 
Crisp cucumber-green pepper, June 136 all 
Dill cottage mousse, May 206 all 
Fresh pineapple, 2 recipes, June 144 N, S, 
145 C 
Fresh fig, Sept 128 all 
Frozen apple, Dec 106 all 
Grape-almond, coriander dressing, 
July 118 all 
Greek cheese and spinach, July 118 all 
Green pea, Nov 172 all 
Hot spiced fruit, Nov 168 all 
Hot turkey, Nov 186 all 
Jajek (cucumber), Apr 190 all 
Jellied corned beef, Feb 106 all 
Knackwurst, June 141 N, S; Oct 224 C 
Lima bean and olive, Oct 97 all 
Lobster, Jan 110 all 
Macaroni cole slaw, Jan 92 all 
Mandarin orange, Sept 120 all 
Marinated green bean, Apr 166 all 
Melon-onion salad bowl, July 118 all 
Okra, Sept 142 all 
Old-fashioned cole slaw, July 142 all 
Olives and anchovy green, Oct 97 all 
Onion coleslaw, June 135 all 
Onion-watercress, Apr 99 all 
Orange and olive patio, Oct 95 all 
Oriental luncheon, Sept 161 S; Oct 198 C 
Oyster, fresh tomato dressing, Nov 196 all 
Pastry shell, May 220 C; Sept 162 N,S 
Pear-grape ring, Dec 127 N, 128 C,S 


SALADS (Cont.) 


Pineapple-onion, Apr 165 all 
Quick shrimp-tomato aspic, June 135 all 
Raw celery root, Mar 203 N, C 
Raw turnip, Mar 203 N, C 
Red cabbage, Dec 128 N, 180 C,S 
Rice and shrimp, Oct 196 all 
Rice pilaf, July 129 all 
Roe, Apr 188 all 
Romana, May 228 all 
Salade Aixoise, Nov 210 all 
Sausage wilted, June 141 N, S; Oct 224 C 
Scallop seviche, Aug 120 all 
Shrimp aspic, Sept 144 all 
Sunset Salad Book, book review, 
May 233 all 
Sushi doll, Mar 152 all 
Tuna, oriental, Aug 94 all 
Vegetable salad filled ring, Nov 184 all 
Warsaw, Apr 188 all 
Watercress, Nov 177 all 
Watercress and potato, Oct 196 all 


SANDWICHES 


Apple, May 210 N, C; Nov 200S 

Apple-bacon open face, Oct 215 all 

Banana, May 210 N, C; Nov 200S 

Crab and olive filled buns, Mar 134 all 

Cucumber fillings, 3 recipes, July 126 S; 
Sept 161 N, 134 C 

Deviled egg in hard roll, July 127 N 

French toast ham, pineapple, May 214 all 

Grilled sandwich miniatures, June 131 all 

Hot crab, Jan 94 all 

Hot raw beef, Oct 182 all 

Mozzarella in carroza, Aug 120 all 

Off-beat, ideas, Dec 158 all 

Onion, wine-marinated, Apr 99 all 

Open-faced cheeseburgers, Feb 110 all 

Peanut butter-fruit, July 127 N 

Sausage, 6 recipes, June 140 N, S; Oct 222 C 

Smorrebrod (open-faced), July 76 all 

Tarragon beef burgers, Sept 149 all 

Tuna-olive buns, July 127 N 

Watercress and cheese, Sept 144 all 


SAUCES 


Barbecue, for lamb, May 200 all 

Bumbu gado gado (spice sauce), July 113 all 

Cucumber, July 126 S; Sept 161 N, 134 C 

Fresh tomato and green chile, Apr 159 N; 
May 213 S 

Gado gado, July 113 all 

Gifts to give in bottles, Dec 154 all 

Saus sambal (pepper paste), July 110 all 

Skordalia (garlic sauce), May 219 all 

Spicy barbecue, for spareribs, May 176 all 

Vinya doils marinade, Mar 184 all 


SOUP 


Armenian meat ball, Oct 156 all 

Avocado, Aug 126 all 

Billi Bi using clams, Apr 187 all 

Cabbage cream, Feb 110 all 

Carrot, May 191 all 

Cauliflower, Oct 227 C 

Cheese, May 219 all 

Chicken, Mar 152 all 

Chilled sour cream cucumber, July 126 S; 
Sept 161 N, 134 C 

Crab, Nov 178 N 

Creamed pea, Sept 151 all 

Dilled green pea, July 77 all 

Double chowder, Feb 132 all 

French onion, Apr 98 all 

Green chile, Nov 210 all 
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SOUPS (Cont.) 


Hot, from frozen vegetables, Feb 144 5, C; 
Mar 164 N 

Iced broccoli, Nov 174 all 

Instant borsch, Jan 94 all 

Lettuce, Mar 176 all 

Low calorie, 6 recipes, Apr 197 all 

Meatball, Dec 128 N, 180 C,S 

Meat ball and vegetable, Oct 227 C 

Mexican albondigas, Oct 227 C 

New England clam chowder, Apr 177 N 

Onion, with shallots, Jan 116 all 

Oyster chowder, May 177 all 

Pea, deluxe, Sept 137 all 

Sauerkraut, Feb 124 all 

Singapore, May 219 all 

Spiced tomato, Nov 198 all 

Straciatella, Oct 180 all 

Swiss chard, Mar 176 all 

The king’s sister (salmon chowder), 
Mar 184 all 

Tropical, Oct 96 all 

Turkish, 2 recipes, Sept 159 all 

Turnip top, Mar 178 all 

With sausage, June 140 N, S; Oct 222 C 


VEGETABLES 


Artichokes 
artichoke and lamb stew, Nov 210 all 
artichokes Parmesan, Nov 174 all 
green eggs mayonnaise in artichoke shells, 
June 170 all 
oeufs a al artichoke, Sept 139 all 
Roman style. Oct 220 C, 2265; Nov 232 N 
with cream dried beef, Oct 222 N,S 
Asparagus 
asparagus and peas Italian, Oct 215 all 
asparagus and salami slivers on toast, June 
141 N, S; Oct. 224 C 
asparagus polonaise, Mar 169 all 
asparagus salad, Apr 136 all 
asparagus supreme, Apr 152 all 
asparagus-tomato salad, July 130 all 
cold, with yogurt dressing, May 188 all 
cream of asparagus soup, Feb 144 C, S; 
Mar 164 N 
shrimp, asparagus sandwich, July 77 all 
six serving ideas, May 178 all 
with Hollandaise sauce, May 228 all 
Bean sprouts 
bean sprout omelet, Sept 161 S; Oct 198 C 
oriental luncheon salad, Sept 161 S; 
Oct 198 C 
Beans 
cream of lima soup, Feb 144 C, S; 
Mar 164 N 
fresh green beans with smoked sausage, 
June 141 N, S; Oct 224 C 
green beans, marinated, Apr 166 all 
green beans, steak, oriental, May 176 all 
green beans tarragon, Mar 134 all 
green beans with lime juice, Feb 122 all 
green beans with Swiss cheese sauce, 
Jan 92 all 
lem.n green beans, Jan 106 S; Feb 144 N; 
Apr 193 C 
lima bean and olive salad, Oct 97 all 
lima bean stew, Mar 172 S 
lima beans, fresh, 4 recipes, May 180 all 
lima-sausage casserole, Aug 95 all 
limas and mushrooms in cream, Nov 180 C 
Oaxacan baked black beans, Apr 159 N; 
May 21358 
Quick frankfurter-refried bean casserole, 
Apr 180 all 
sagebrush lima bean casserole, Mar 172 S 
short ribs with limas, Jan 93 all 
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VEGETABLES (Cont.) 


Beets 
beet tops, butter-steaming, 2 recipes, 
Mar 178 all 
orange beets, Dec 127 N, 128 C,S 
with caraway sauce, Feb 107 all 
with mandarin oranges, May 177 all 
Broccoli 
broccoli-in-batter, Dec 148 all 
iced broccoli soup, Nov 174 all 
Italian style, Nov 178 C 
Cabbage 
cabbage cream soup, Feb 110 all 
corned beef, cabbage rolls, Oct 224 N,S 
four serving ideas, May 178 all 
ground beef-cabbage casserole, Feb 106 all 
lamb shanks with cabbage, Nov 231 C,S 
macaroni cole slaw, Jan 92 all 
old-fashioned cole slaw, July 142 all 
onion coleslaw, June 135 all 
red cabbage, Mar 169 all 
red cabbage saiad, Dec 128 N, 130 C,S 
sauerkraut soup, Feb 124 all 
sour cream cabbage, Feb 110 all 
turkey breast with red cabbage sandwich, 
July 77 all 
Candied vegetables, Nov 214 all 
Carrots 
carrot flowers, Mar 154 all 
carrot soufflé, Mar 169 all 
carrot soup, May 191 all 
carrots Cointreau, Dec 158 all 
corned beef with carrots, Dec 128 N, 
130 C,S 
Flemish carrots, May 217 all 
in milk, Jan 106 S; Feb 144 N; Apr 193 C 
lemon carrots and apples, Nov 178 C 
sweet carrot pickles, Sept 121 all 
Cauliflower 
Cauliflower Bechamel, Dec 127 N, 128 C,S 
cauliflower soup, Oct 227 C 
Celery 
celery fans, Mar 154 all 
celery of the islands, Feb 139 all 
celery relish, Oct 182 all 
with water chestnuts, Sept 120 all 
Celery root, 3 serving ideas, Mar 203 N, C 
Chard 
fruited rhubarb chard, Mar 178 all 
Swiss chard, butter-steaming, 3 recipes, 
Mar 176 all 
Corn 
barbecued corn on the cob, June 149 all 
corn-and-ham waffles, Mar 145 all 
corn and tomato bake, Nov 180 C 
corn fritters, July 110 all 
double chowder, Feb 132 all 
four serving ideas, May 179 all 
grill-roasted corn on the cob, 
June 135 all 
Cucumbers 
crisp cucumber-green pepper salad, 
June 136 all 
cucumber rolls, Apr 182 all 
5 recipes, July 126 S; Sept 161 N, 134 C 
in tomato soup, Jan 98 all 
jajek (cucumber salad), Apr 190 all 
ketimun (cucumber sticks), July 113 all 
salmon, cucumber sandwich, July 77 all 
three serving ideas, May 179 all 
Dandelion greens, butter-steaming, 2 
recipes, Mar 178 all 
Eggplant 
eggplant Acapulco, Jan 106 S; Feb 144 N; 
Apr 193 C 
eggplant relish, Aug 129 all 
filet of sole with eggplant, Oct 180 all 
sautéed, July 113 all 


VEGETABLES (Cont.) 


Fennel, 4 serving ideas, May 180 all 
Garlic sauce (skordalia), May 219 all 
Jerusalem artichokes, six serving ideas, 
May 180 all 
Kale, butter-steaming, 3 recipes, 
Mar 178 all 
Kohlrabi, how to prepare, serve, Jan 99 N 
Lettuce 
butter-steaming, 4 recipes, Mar 176 all 
Romaine salad, May 228 all 
Mushrooms 
crab stuffed mushrooms, Feb 122 all 
green peas and mushrooms, Nov 196 all 
ham and mushroom toast, Sept 144 all; 
Oct 180 all 
holiday leg of lamb with mushroom stuff- 
ing, Dec 126 all 
limas and mushrooms in cream, Nov 180 C 
mushroom and veal ragout, Jan 94 all 
mushroom soufflé, Aug 101 all 
raw mushroom appetizers, Dec 158 all 
raw mushroom dip, Feb 113 all 
venison chops with mushrooms, Oct 198 
N, S, 172 C 
Mustard greens, butter-steaming, 4 recipes, 
Mar 178 all 
Okra 
fresh, three serving ideas, May 182 all 
lamb with okra, Sept 121 all 
okra salad, Sept 142 all 
Onions 
anchovy and onion sandwich, July 77 all 
cheese and onion tart, Oct 216 all 
creamed onions and walnuts, Nov 180 C 
discovering which is which, recipes, color 
feature, Apr 94 all 
melon-onion salad bowl, July 118 all 
onion and anchovy strips, Nov 168 all 
onion and bacon pie, Apr 136 all 
onion coleslaw, June 135 all 
onion shortcake, Feb 142 N; Apr 177 C, 
1768 
pineapple-onion salad, Apr 165 all 
prevention theories for onion-weepers, 
Apr 194 all 
spring onions and lamb, Nov 213 all 
steamed-stuffed onions, Feb 137 all 
with chive sauce, Nov 196 all 
Parsnips, 5 serving ideas, Mar 203 N, C 
Peas 
asparagus and peas Italian, Oct 215 all 
creamed pea soup, Sept 151 all 
dilled green pea soup, July 77 all 
fresh, three serving ideas, May 182 all 
fresh, with thyme, Apr 165 all 
fresh pea cream soup, Feb 144 C, S$; 
Mar 164 N 
green pea salad, Nov 172 all 
green peas and mushrooms, Nov 196 all 
green peas with mint, Dec 127 N, 128 C,S 
Koo’s snow peas with pork, Nov 213 all 
pea soup deluxe, Sept 137 all 
Peppers 
beef with green chiles, Nov 219 all 
crisp cucumber-green pepper salad, 
June 136 all 
fresh tomato and green chile sauce, 
Apr 159 N; May 2138S 
green chile chicken, Jan 116 all 
green chile soup, Nov 210 all 
mixed peppers with eggs, Jan 92 all 
Potatoes 
fried potato puffs, May 228 all 
ham roll-ups, July 130 all 
liver cakes and potato balls, Feb 135 all 
low-calorie topping for baked potatoes, 
Apr 148 all 
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VEGETABLES (Cont.) 
Potatoes (Cont.) 


Mexican-style, Jan 106 S; Feb 144 N; 
Apr 193 C 
oven French fries Parmesan, Nov 178 C 
potato and tomato pie, Dec 158 all 
potato scones, Mar 169 all 
Potato Chateau, July 115 N 
potatoes Parmesan, July 142 all 
quick potato casserole, Jan 102 all 
sausage, potatoes au gratin, Feb 132 all 
the world’s best hash, Nov 221 all 
tuna-potato soufflé, Oct 222 N,S 
watercress and potato salad, Oct 196 all 
Puffy vegetable ring, June 175 all 
Radishes 
radish chrysanthemums, Mar 154 all 
radishes in cream, May 182 all 
Rutabagas, 4 serving ideas, Mar 203 N, C 
Shallots 
onion soup, with shallots, Jan 116 all 
Spinach 
butter-browned liverwurst with fresh spin- 
ach, June 141 N, S; Oct 224 C 
butter-steaming, 3recipes, Mar 176 all 
cream of spinach soup, Feb 144 C, S; 
Mar 164 N 
fresh, 3 recipes, Apr 178 N, S, 179 C 
Greek cheese and spinach salad, 
July 118 all 


VEGETABLES (Cont.) 
Spinach (Cont.) 


poached eggs, toast on spinach, 
May 219 all 
spinach with raisins, May 217 all 
spinach with sesame sauce, Apr 160 C 
Squash 
acorn squash with pineapple and cheese, 
Nov 227 al! 
barbecued Italian garlic sausage with sum- 
mer squash, June 141 N, S; Oct 224 C 
calabazas rellenas, Jan 106 S; Feb 144 N; 
Apr 193 C 
pumpkin, 4 recipes using, Oct 167 all 
pumpkin flam, caramel sauce, Dec 124 all 
summer squashes, recipes, July 134 all 
zucchini-tomato kebabs, July 129 all 
Sweet potatoes 
coconut sweet potatoes, Nov 180 C 
pork and sweet potato bake, Feb 130 all 
sweet potato casserole, Nov 196 all 
sweet potatoes, mincemeat, Dec 107 all 
yams with orange sauce, Apr 165 all 
Tomatoes 
asparagus-tomato salad, July 130 all 
broiled, with Parmesan, May 188 all 
corn and tomato bake, Nov 180 C 
egg salad on tomato slice sandwich, 
July 77 all 
fresh tomato and green chile sauce, 


Apr 159 N; May 2138 


VEGETABLES (Cont.) 


Tomatoes (Cont.) 


okra and tomatoes, May 182 all 
potato and tomato pie, Dec 158 all 
quick shrimp-tomato aspic, June 135 all 
ripe tomato marmalade, July 105 all 
spiced tomato soup, Nov 198 all 
zucchini-tomato kebabs, July 129 all 
Turnips 
4 serving ideas, Mar 203 N, C 
turnip tops, butter-steaming, 3 recipes, 
Mar 178 all 
Vegetable salad filled ring, Nov 184 all 
Watercress 
and cheese sandwiches, Sept 144 all 
onion-watercress salad, Apr 99 all 
watercress and potato salad, Oct 196 all 
watercress salad, Nov 177 all 
White court bouillon or “blanc” for cooking 
vegetables, May 182 all 


YOUNG PEOPLE’S COOKING 
AND ENTERTAINING 


Cooky rabbits in spun sugar nests, 

Apr 138 all 
Dolls’ festival for little girls, Mar 150 all 
Knapsack picnics, $3 menus, July 126 N 
Midafternoon punches and snacks, 

May 210 N, C; Nov 200S 





ANNUALS 


Cineraria bed, summer color in, Apr 199 C 
Dianthus ‘Bravo,’ Jan 130 all 
Dwarf, for quick color, May 252 all 
Four o’clocks (Mirabilis jalapa), Mar 206 C 
Godetias, Oct 238 C,S 
Heliotrope, May 236 N 
How to feed and water, June 200 all 
How to Grow and Use Annuals, Sunset 
book, Apr 225 all 
Marigold ‘Brownie Scout,’ Apr 201 C 
Marigolds, dwarf, in containers, June 183 N 
Mulch for self-sowing annuals, July 146 S 
Nasturtiums, Mar 227 C, 2348S 
Pansies (Viola tricolor hortensis), 
Oct 254 C,S 
Petunias, Mar 223 S 
Petunias, new type from seed, Apr 199 N 
Purchasing before bloom, May 2745S 
Snapdragons, Jan 1345 
Summer annuals, planting, Apr 110 all 
Sweet alyssum, dozen varieties, Apr 227 all 
Sweet basil ‘Dark Opal,’ Jan 130 all 
Sweet peas, February bloom, Sept 190 S 
Sweet peas, planting, Oct 231 C 
Sweet peas, soil preparation for, July 145 S$ 
Viola (V. cornuta), Oct 254 C,S 
Zinnia ‘Old Mexico,’ ‘Red Man,’ Jan 130 all 


ARRANGEMENTS 


Chrysanthemums, Nov 2845 

Cut flowers, how to make last, July 158 N, S, 
156 C 

Daffodils and tulips, Mar 236 C 

Dried material, gathering, Aug 134 N 

Dry materials, Sept 194 C,S 

Drying flowers, using silica gel, June 188 all 
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ARRANGEMENTS (Cont.) 


Fall foliage, preserving, Oct 244 N, 262 C,S 

Foliage, preserving for winter arrangements, 
Oct 229 N 

Fruit and flower centerpiece, July 138 all 

Lilies as cut flowers, Nov 106 all 

Paste for candles, dried arrangements, 
Sept 124 all 

Redwood bur! or seedling, Dee 174 C 

Rhododendrons, azaleas for cut flowers, 
Apr 199 C 

Skeletonizing leaves, Oct 231 N, 230 C 

Spring arrangements, Mar 228 N 

Spring bouquet ideas, Apr 233 N 

The Art of Flower Preservation, Sunset 
book, May 237 C 


BULBS 


Amaryllis, Dec 183 C,S 
Anemones, Nov 267 C; Dec 185 S 
Bulb bed cover-up, Aug 184 N 
Canna, Seven Dwarfs series, May 237 C 
Care after flowering, Apr 201 C 
Classification, planting chart, Oct 100 all 
Clivia (Kafir lilies), Feb 149 C 
Clivia and azalea border, Nov 236 S 
Crocus, Sept 74 N, C 
Cyclamen, miniature (C. atkinsii), 

Mar 205 N 
Dahlia forms, sizes, June 133 all 
Dahlias, B-B size, Mar 205 N 
Dahlias, planting, May 236 C 
Daylilies, July 146 C 
Daylilies (Hemerocallis), July 168 S 
Daylilies, planting, Sept 167 N 
Diseases, insects affecting bulbs, Nov 250 all 
Fawn lilies (Erythronium), Sept 190 N 


BULBS (Cont.) 


For indoor bloom, Sept 167 N 
Forcing bulbs in water, Oct 230 N 
Fortnight lily (Moraea iridioides), 
May 2805S 
Gladiolus ‘Ben Hur,’ ‘Horizon,’ 
‘Thunderbird,’ Jan 123 C 
How to Grow and Use Bulbs, Sunset book, 
Oct 100 all 
Hyacinths, Oct 264 N; Nov 244 S, 266 C 
Iris, bearded, trends in hybridizing, 
Apr 212 C,S; May 250 N 
Iris, dwarf, Aug 150 N 
Iris, hybridizing, Apr 218 C, S; May 258 N 
Iris, new, registering name of, Apr 199 C 
Lilies, a new look at them, color feature, 
Nov 102 all 
Lilies, hybridizing, July 164 N 
Lilies, packaged, Nov 235 N, 236 C, 239S 
Lily-of-the-Nile (A gapanthus africanus), 
June 183 C 
Little bulbs, Oct 254 N 
Onions, ornamental, Apr 223 all 
Onions, ornamental, source for, May 237 all 
Planted in ground in pots, Nov 284 N, 
270 C; Dec 196 S 
Ranunculus, how to plant, Nov 248 C,S 
Turk’s cap lily (Lilium martagon), 
July 145 N 
Zephyranthes, Aug 149 N, 1448S 


CONTAINER GARDENING 


Bird’s nest fern (Asplenium nidiferum), 
Aug 133 C 

Bonsai, notes from growers, Nov 242 N, C 

Bonsai desert plants, Jan 142 C, 148 S 

Bulbs in ground in pots, Nov 284 N, 270 C 
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CONTAINER GARDENING (Cont.) 


Cherry tomatoes in hanging pots, Apr 208 all 
Clematis, July 145 S 
Concrete containers, big, uses, Sept 183 N 
Cycads, May 2375 
Dish gardens made by children, Nov 260 S 
Displaying plants, Feb 170 N, 169 C,S 
Dwarf heliconia (H. psittacorum), Jan 148 $ 
Geometry plant (Bucida buceras), Jan 148 S 
Geraniums, Mar 84 all 
Ghost ivy, Oct 260 N 
Hanging, for summer color, May 258 C,S 
Insects, screening out, May 285 S$; 

June 219 N, 213 C 
Marigolds, dwarf, June 183 N 
Mexican clay pots, care of, Apr 2015 
Plant collection in a box, Oct 271 N 
Re-potting plants, how to, Mar 230 all 
Star jasmine, June 208 C, 2065S 
Tobira as a standard, Mar 220 S 
Tomatoes, June 184 C 
“Tree” for hanging baskets, May 235 C 
Trees, to become acquainted with, Apr 239 C 
Vines in containers, Apr 206 all 
Watering, May 271 C,270S 


ESPALIERING 


Apples, dwarf, Sept 167 C 
Art of the espalier, July 160 all 
English yew (Taxus baccata), July 145 S 
Evergreen clematis (C. armandit), 
May 246 N 


FERNS 


Bird’s nest fern (Asplenium nidiferum), 
Aug 133 C 

Cool-looking ferns, June 1845 

Ferns from cuttings, Sept 169 N 

Growing ferns from spores, Aug 152 N 

Landscaping with ferns, June 205 N 

Tree ferns, miniature, Apr 242 C 


FRUITS 


Apple ‘Buckley Giant,’ Oct 229 N 
Apple, pruned Jap: » se style, Jan 136 N 
Apples, dwarf espaliered, Sept 167 C 
Apricot ‘Redsweet,’ Jan 124 C 
Berry vines, trellis for, Apr 199 N 
Blueberries, east of Cascades, Aug 183 N 
Citrus, planting, Apr 200 S 
Citrus trees, year-around care, Aug 135 C, s 
Filberts, Sept 194 N, 200 C 
Fruit trees, year-around care, Aug 70 all 
Gardening under fruit trees, Mar 207 N 
Grapes, Mar 236 N 
Grapes. harvesting made easy, July 145 S 
Grapevine on a framework, ideas, Mar 96 N 
Growing Grapes in Washington, booklet 
review, May 236 N 
Mandarin oranges, Oct 2305 
Nut trees grown in West, Feb 156 all 
Pineapple guava (Feijoa sellowiana), 
Oct 230 S 
Pineapples, Oct 229 N, C 
Planting fruit crops, Feb 149 S 
Thinning heavy crops, Apr 199 C 


GARDEN STRUCTURES 


Coldframe from raised bed, Mar 205 N 

Coldframes, Mar 208 N, 96 C,S 

Greenhouse, automatic fresh air in, 
Apr 256 S; July 164 C 

Greenhouse, shopping for, Jan 123 N 
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GARDEN STRUCTURES (Cont.) 


Greenhouse-lathhouse, Mar 234 N 

Greenhouses to assemble, Nov 240 N, C 

Plant room for putterers, Feb 151 N 

Raised beds to cut down maintenance, 
Aug 1383 N 


GARDEN TECHNIQUES AND 
MAINTENANCE 


Annuals, summer, planting, Apr 110 all 
Annuals and vegetables, how to feed and 
water, June 200 all 
August gardening chores, Aug 183 S 
B & B shrubs and trees, how to plant, 
Mar 240 N, 235 C,S 
Bank planting ladder, Mar 103 all 
Bare-root trees, planting, Jan 123 C, S 
Bonsai, quick, by air-layering, Feb 166 N 
Budding, Aug 136 N, C 
Composting madrona leaves, July 145 N 
December gardening chores, Dec 165 S 
Feeding tropicals, subtropicals, May 235 S 
Fruit crops, thinning heavy, Apr 199 C 
Garden faucet, adding a, Sept 180 all 
Graft, how to, Feb 74 all 
Grafting camellias, Mar 206 C, 2058S 
Heat wave, plant protection, June 194 C 
Ivy ground covers, cutting back, Mar 212 S 
July’s major chores, July 145 S 
May major gardening chores, May 235 S 
Mulch, fir bough, Nov 270 N 
Mulch for self-sowing annuals, July 146 S 
November garden chores, Nov 235 S 
October gardening chores, Oct 229 S 
Plant cans, how to carry, cut, kick, 
May 257 all 
Planting from bands, Oct 229 S 
Planting in autumn, Oct 232 all 
Planting plants from peat pots, Sept 167S 
Planting when soil is wet, Nov 236 S 
Re-potting plants, how to, Mar 230 all 
Reshaping an old plant, Mar 205 S 
Root pruning, Mar 205 S 
Sawdust mulch for roses, Apr 231 N 
Seeding on steep bank, Nov 269 C, 246 S 
Seedling care while on vacation, June 183 N 
September gardening chores, Sept 167 S 
Sowing seed on steep bank, Nov 269 C, 
246 S 
Staking flowers, July 158 C 
Steep slopes, planting, Sept 167 N 
Suckers, removing, June 183 S 


Summer planting of container-grown plants, 


June 183 N 
Trees, moving, May 235 N 
Trees, shading trunks of young, June 183 S 
Trees, thinning new growth, June 183 S 
Volunteer seedlings, potting, Dec 165 N 
Watering potted plants, May 271 C, 270S 
Weeding between bricks, Aug 147 N 
Wet lawn, making mowable, Apr 211 all 


GROUND COVERS 


(See Lawns, Ground Covers) 


HERBS 


Basil, varieties, May 281 N, 248 C,S 
Herbs in the garden, June 183 S 
Sweet basil ‘Dark Opal,’ Jan 130 all 
Thymes as ground covers, Aug 144 N 


HOUSE PLANTS 


Bird’s nest fern (Asplenium nidiferum), 
Aug 133 C 
Bulbs for indoor bloom, Sept 167 N 


HOUSE PLANTS (Cont.) 


Christmas cactus, Dec 176 C 

Ghost ivy, Oct 260 N 

Hibiscus, year-around bloom, Sept 167 C 

How to Grow African Violets, Sunset book, 
Apr 200 C 

Humidifying plant stage, Nov 256 all 

Indoor planting areas, floor level, Mar 214 N 

Low light intensity plants, Sept 169 N, 167 C 

Maternity plant (Kalanchoe daigremonti- 
ana), Feb 149 N 

Peperomias, Oct 252 C,S 

Redwood bur! or seedling, Dec 174 C 

Your First Orchids and How to Grow Them, 
book review, Mar 206 N 


LANDSCAPING 


Autumn color, shrubs for, Oct 260 C 
Backyard lake swimming, July 168 N 
Bank planting 5 years later, Oct 244 S 
Border, spring and summer, Mar 205 S 
Bulb bed cover-up, Aug 134 N 
Carport, plants to make less conspicuous, 
Feb 164 C,176S 
Coastal gardens, color for, Nov 258 C 
Combining plant foliage, Jan 1388 N 
Concrete containers, big, uses, Sept 183 N 
Decks, planting under, Jan 143 N 
Desert-acclimated plants for retirement 
house, Oct 182 C,S 
Dry sunny banks, planting ideas, Feb 151 N 
Entry garden with water, Mar 108 all 
Entryways, five ideas, Apr 212 N 
Fall color, plants for, Nov 236 S 
Fragrance, summer, plants for, June 194 N 
Garden waterfalls, July 156 N 
Gardening under fruit trees, Mar 207 N 
Gardens in small space, Mar 98 all 
Gray-foliaged plants, ways to use, Apr 218 N 
Hedges for little trimming, Sept 186 N 
Hillside, steep, garden in Seattle, Oct 238 N 
Hillside, steep, garden remodel, May 114 C 
Hillside garden remodel, Sept 172 N 
Hillside two-level garden, May 248 N, 250S 
Hillside planting to prevent water runoff, 
Aug 1383S 
Ideas from Mission San Xavier del Bac, 
near Tucson, Nov 266 N 
Instant color, using potted plants, 
Sept 168 S 
Japanese gardens, two, May 118 all 
Landscape problem overcome by sun deck, 
July 176 N 
Lessons from the Bel Air burn, feature 
article, May 107 all 
Low desert planting material, Jan 124S 
Low maintenance planting, May 235 S 
Midsummer color, perennials for, 
May 270 N 
Miniature plants in small area, Dec 183 N 
Native plant grouping, Sept 168 S 
Natural beauty in acre garden, Jan 128 N 
New garden, family room, Oct 140 N 
Outdoor living at foot of mountain, 
Mar 130 C 
Pictures for your garden, May 171 all 
Pines, garden of, Dec 170 C,S 
Plant combination, art of, Oct 256 N 
Privacy achieved by landscape design, 
May 173 C; June 108 N 
Privacy, fast growing trees for, Jan 128 C 
Quick color with dwarf annuals, May 252 all 
Raised beds to cut down maintenance, 
Aug 1383 N 
Remodeled gardens, 4 old houses, Nov 114 all 
Remodeled house and garden which work 
together, May 168 N 
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LANDSCAPING (Cont.) 


Remodeled house and yard, Sept 92 N 
Remodeled streetside garden, Jan 140 N 
Remodeling an older garden, May 235 C 
Roof overhang, planting under, Nov 264 N 
Shade-tolerant perennials, Oct 266 N 
“Spanish” garden, 27-year-old, Apr 106 all 
Steep slopes, planting, Sept 167 N 
Streetside planting idea, July 145 C 
Summer color for San Fernando Valley, 
July 168 S 
Summer color in a cineraria bed, Apr 199 C 
Trees and raised beds, June 220 C, 2145 
Trees, choosing for your garden, Feb 152 all 
Two-level garden on slope, May 112 N 
Utility poles, planting around, Feb 149 N 


LAWNS, GROUND COVERS 


Bermuda grass, eriophyid mite, May 235 S 

Bermuda grasses, hybrid, Aug 1845 

Birdsfoot trefoil, Sept 167 S 

Blue fescue, cutting back, June 183 S 

Clover for fast cover, Nov 235 S 

Corsican pearlwort (Sagina subulata 
‘Aurea,’ June 198 S 

Dichondra, planting, June 183 C 

Dichondra weeds, killing, Apr 238 C, 2465 

Grasses, drought tolerance of, June 183 S 

Ground covers, starting, Sept 168 S 

Ground covers to grow under rhododen- 
drons, Mar 220 N 

Ground covers used for freeway planting, 
records of, May 246 C,S 

“Instant” lawns, sod, Sept 170 N 

Ivy, cutting back, Mar 2128S 

Japanese spurge (Pachysandra terminalis), 
May 236 S 

Lawns, renovating, Mar 227 N 

Merion bluegrass, Aug 134 S 

Mondo grass (Ophiopogon japonicum), 
cutting back, June 184 S 

Mondo grass, variegated form, Aug 133 S 

Mowing too close on slope, July 145 C 

Native ground covers: See Natives 

Salal (Gaultheria shallon), bringing back, 
May 235 N 

Sedum, grown under purple-leafed plum, 
Sept 168 C 

Sod lawn, winter planting, Nov 235 S 

Strawberry, coastal (Fragaria chiloensis), 
Apr 200 N 

Subtropical lawns, planting, Sept 168 5S 

Thymes as ground covers, Aug 144 N 

Turf grass plots, Arcadia, Calif., Mar 207 S 

Twinflower (Linnaea borealis), June 184 N 

Verbena, new hybrid varieties, Jan 123 S 

Wet lawn, making mowable, Apr 211 all 


MISCELLANEOUS 


Birds, treats for, Nov 258 N 

Chipmunks and squirrels, coaxing into 
your garden, July 152 all 

Christmas gift plants, care of, Jan 123 C 

Correspondence garden courses, Oct 259 N 

Duck-board platforms, Mar 206 N, 207 C 

Garden touring in Australia, June 90 C,S 

Hummingbirds, attracting, May 235 N 

Importing foreign seed, Feb 150 C, 149S 

Mail-order plants, reviving, Mar 205 N 

Miniature gardens by children, Mar 225 N 

Plant labels, Sept 169 N, 167 C 

Plant society memberships, Dec 178 N 

Plastic faucet pipe, ordinances, Oct 267 all 

Salamanders, Nov 283 S 

Shopping for quality plants, Sept 168 C 

Tanbark, substitutes, Jan 134 N, 186 C,S 


1962 


NATIVES 


Californians in the Northwest, Mar 212 N 

Fawn lilies (Erythronium), Sept 190 N 

Hawaiian natives in So. Calif., May 1165 

Mountain-mahoganies, Oct 248 N, S, 244 C 

Native plant grouping, Sept 168 S 

Oregon’s dwarf oaks, Nov 260 N 

Oregon grape (Mahonia), Feb 150 N 

Salal (Gaultheria shallon), bringing back, 
May 235 N 

Wildflowers, two Northwest, Apr 201 N 


PAVING 


Cobblestone walk, Jan 123 N 

Concrete and river stones, Feb 167 N 

Concrete driveway border, Sept 167 N 

Granite mulch for fire protection, Apr 199 S 

Paving against house to prevent mud 
splash, Aug 142 S 

Pebble paving, May 116 N, C; Nov 2405 

Removable paving blocks, Mar 207 C 


PERENNIALS 


African daisies, Oct 229 S 
Aster frikartii, July 146 C 
Aster ‘Victoria,’ May 236 C 
Asters, dwarf, ‘Alert,’ ‘October Snow,’ 
Feb 162 N 
Astilbe, June 185 N 
Bear’s breech (Acanthus mollis), cutting 
back, July 1468S 
Busy Lizzie (Impatiens sultanii), 
June 184 S$ 
Carnations from cuttings, Oct 246 C,S 
Christmas rose (Helleborus niger), 
June 185 N 
Chrysanthemum arrangements, Nov 284 S 
Chrysanthemums, All-America Mum 
Selections, June 185 C 
Chrysanthemums ‘Heather,’ ‘Starburst,’ 
Feb 162 N 
Chrysanthemums, low, Sept 188 S, C 
Chrysanthemums, protecting, Sept 167 N 
Chrysanthemums, tree, Nov 236 C 
Dianthus ‘Marcella,’ May 237 C 
Dusty miller (Senecio cineraria), Dec 165 N 
False Solomon’s Seal (Smilacina racemosa) 
Apr 201 N 
Geraniums, cutting back, Mar 219 all 
Geraniums, feature article, Mar 84 C,S 
Geraniums and pelargoniums, cutting back, 
July 145 S 
Geraniums in Northwest, Mar 84 N 
‘Gloriosa Daisy,’ Mar 216 all 
Hardy perennials, fall planting, Oct 236 all 
Italian bellflower (Campanula isophylla), 
Nov 235 N, C 
Lion’s ear (Leonotis leonurus), Aug 1548 
Marguerites, Oct 229S 
Midsummer color, planting for, May 270 N 
Pelargoniums, long blooming, July 145 C 
Peonies, dividing, Sept 168 N 
Phlox, showy (P. speciosa), Apr 201 N 
Primroses from seed, Nov 236 N 
Pulmonaria (P. saccharata ‘Maculata’), 
Oct 229 N 
Ramondas, May 282 N 
Sedum with purple-leafed plum, Sept 168 C 
Shade-tolerant perennials, Oct 266 N 
Shrubby cinquefoil (Potentilla fruticosa), 
June 183 N 
Spring blooming, from seed, June 184 N 
Stonecress ‘Warley Rose’ (Aethionema), 
May 236 N 
Verbenas in many colors, May 237 S 
Verbenas, new hybrid varieties, Jan 123 S 


PESTS, INSECTS, DISEASES 


Ants, following the trail, May 236 C 

Aphids on Modesto ash, June 184 C 

Bark canker, Monterey cypress, Feb 151 C 

Bug-watching as a hobby, May 262 all 

Bulbs, diseases and insects, Nov 250 all 

Clover mites, Feb 151 S 

Crickets, raising, Sept 177 all 

Diabroticas, Aug 154 C 

Earwigs, Aug 154 C 

Eriophyid mite, Bermuda grass, May 235 S 

Hornworm, Aug 155 N, 160 C; Sept 200 S 

Insects screening out, May 285 S; June 
219 N, 213 C 

Japanese beetle, June 184 C 

Mildew and rust control, July 145 C 

Pest control, chickens for, Mar 207 C 

Pine shoot moth, Oct 252 N 

Powdery mildew, May 277 C,S 

Scale insects, Aug 154 C 

Slugs, snails, controlling, Feb 149 C,S 

Soil mealybugs, citrus, Sept 183 C,S 

Washing insects off plants, May 236 S 

Yellowjackets, Aug 140 N, 149 C,S 


PROPAGATION 


Banana (Musa), Mar 214 S; July 170 C 
Bonsai, quick, by air layering, Feb 166 N 
Box for summer cuttings, July 169 N 
Budding, Aug 136 N, C 
Carnations from cuttings, Oct 246 C,S 
Clematis, layering, Feb 149 N 
Ferns, growing from spores, Aug 152 N 
Ferns from cuttings, Sept 169 N 
Geraniums from cuttings, Mar 88 all 
Godetias from seed, Oct 238 C, S 
Graft, how to, Feb 74 all 
Grafting camellias, Mar 206 C, 205 S 
Iris, hybridizing, Apr 218 C, S; May 258 N 
Irradiated seeds, Apr 201 N, 199 C,S 
Layering, how to propagate by, Mar 232 all 
Lilies, hybridizing, July 164 N 
Oaks from your own acorns, Sept 174 C, S 
Petunias from seed, Mar 223 S 
Primroses from seed, Nov 236 N 
Propagating seeds in forest litter, Apr 200 N 
Seeding on steep bank, Nov 269 C, 246 S 
Seedlings, ideas for shading, July 145 C 
Seedlings, protecting with berry baskets, 
May 285 S; June 219 N, 213 C 
Seedlings, vacation care, June 183 N 
Softwood cuttings, June 186 all 
Spring perennials from seed, June 184 N 
Subtropical lawn grass, planting, 
Sept 168 S 
Succulents, rooting cuttings, Mar 214 C, 
238 S; Apr 238 N 
Sweet peas, Oct 231 C 
Sweet peas, for February bloom, Sept 190 S 
Tomatoes, saving your own seed, Sept 168 C 


PRUNING 


Apple, pruned Japanese style, Jan 136 N 
Camellias, to make bushy, May 244 N 
Coast live oak, 11-year-old, Jan 128 S 
Ficus roxburghii, Sept 167 S 

Fuchsias, Feb 149 C 

Hibiscus, Mar 206 S 

Hydrangeas, Jan 123 S 

Nandina, Jan 124S 

Pollarding, pleaching, Jan 138 C; Dec 196 N 
Poodle plants, July 145 S 

Pruning saw, use of, Jan 124 C 
Pyracantha, cotoneaster, Jan 123 § 
Reshaping an old plant, Mar 205 S 

Root pruning, Mar 205 S 

Winter pruning, Dec 165 N 
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REGIONAL GARDENS 


Beach 
Balboa, Calif., garden remodel, 
Nov 114 all 
color for coastal gardens, Nov 258 C 
Desert 
desert-acclimated plants for retirement 
house, Oct 182 C,S 
Desert Botanical Garden of Arizona, near 
Tempe, Apr 199 S 
Encanto Park, Phoenix, Ariz., Mar 236 S 
Mission San Xavier del Bac near Tucson, 
ideas from, Nov 266 N 
Palm Springs desert, Jan 66 all 
Palo verdes, Apr 201S 
remodeled garden, old house, Tucson, 
Nov 118 all 
skyline trees in Palm Springs, Jan 140 S 
Hawaii 
bonsai shows, Aug 136 S 
California plants in Hawaii, Sept 170 C,S 
Hawaii Blossoms, book review, 
May 283 N 
jade vine, June 220 S 
Intermountain area 
notes from Utah garden diary, June 205 C 
outdoor living at foot of Utah mountain, 
Mar 130 C 
September in a Reno garden, Sept 167 C 
Northern California 
begonia gardens, Santa Cruz-Capitola 
area, Aug 133 C 
Japanese Tea Garden, Golden Gate Park, 
San Francisco, Apr 214 C 
Lakeside Park, Oakland, Aug 140 C 
old Vallejo hillside house gets garden it 
deserves, Nov 116 all 
Redwood Trail, Golden Gate Park, San 
Francisco, May 280 C 
“Spanish” garden 27-year-old, in Palo 
Alto, Apr 106 all 
Northwest 
entryways, five ideas, Apr 212 N 
giant sequoias (Sequoiadendron 
giganteum), University of Wash. 
Arboretum, Dec 166 N 
herbariums, six Northwest, Jan 4 N 
Hoyt Arboretum, Portland, Aug 142 N 
natural beauty acre garden, Jan 128 N 
remodeled Portland hillside garden, 
Sept 172 N 
remodeled streetside garden, Jan 140 N 
shade trees for Northwest, Oct. 240 N 
soil poisons, eastern Wash., Apr 199 N 
steep Seattle hillside garden, Oct 238 N 
Southwest 
annual Camellia Show, Descanso Gardens, 
La Cajiada, Calif., Feb 164 
Bel Air burn, feature article, May 107 all 
fall color in Los Angeles, Nov 258 S 
garden remodel, Los Angeles old home, 
Nov 120 all 
Hawaiian natives to try in So. Calif., 
May 116S 
Los Angeles regulations for planting and 
watering slopes, Mar 205 S 
Los Angeles soils, cultivating, June 194 S 
orchid-touring, Santa Barbara, Calif., 
Apr 70 all 
Rancho Santa Ana Botanic Garden, 
Claremont, Calif., Apr 214 S 
remodeled steep hillside garden, Los 
Angeles, May 114 C 
roses at Arcadia Park and Golf Course, 
Oct 229 S 
Santa Barbara Botanic Garden, Nov 3S 
Summer color for San Fernando Valley, 
July 168 S 
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REGIONAL GARDENS (Cont.) 
Southwest (Cont.) 


tree tour in Beverly Hills, Nov 268 S 
turf grass plots, Los Angeles State and 
County Arboretum, Arcadia, Mar 207 S 


SHRUBS 


Abelia, Sept 168 N 
Autumn color, shrubs for, Oct 260 C 
Azalea and clivia border, Nov 236 S 
Azalea, flame (Rhododendron calendu- 
laceum), May 235 N 
B & B planting, Mar 240 N, 235 C,S 
Bamboo, planting, July 146 S 
Bamboo in the United States: Description, 
Culture, and Utilization, booklet review, 
Mar 206 N 
Bamboos for Northwest gardens, Feb 160 N 
Banana shrub (Michelia fuscata), 
May 235 C 
Bare-root deciduous shrubs, Jan 123 S 
Bog rosemary (Andromeda polifolia), 
Apr 200 N 
Bush anemone (Carpenteria californica), 
grown in Northwest, Mar 212 N 
Camellia ‘Brigadoon,’ Feb 151 N, 150 C,S 
Camellia sasanqua ‘Jean May,’ Sept 169 C 
Camellias, February blooming, Feb 164 N 
Camellias, grafting, Mar 206 C, 205S 
Camellias, How to Grow and Use, Sunset 
book, Nov 254 all 


Camellias: International Camellia Society, 


June 184 C 

Camellias, landscaping with, Feb 1515 

Camellias, pruning for bushiness, 
Mar 210 C, S; May 244. N 

Camellias, Sasanqua, Oct 231 S 

Chaste tree (Vitex agnus-castus), July 146 C 

Cocculus laurifolius, Oct 229 S 

Conifer hedges, Sept 186 N 

Cotoneaster, Jan 123 S 

Currant, red flowering (Ribes sanguineum), 
Mar 205 N 

Daphne, Feb 149 C 

Dombeya, Aug 1383 S 

Drooping leucothoe (L. catesbaei), grown in 
Southwest, Apr 238 S 

Dwarf Chinese holly (Ilex cornuta 
‘Rotunda’), Nov 236 S 

Escallonias, July 164 S; Oct 266 C 

Eucryphia glutinosa, Nov 262 N 

Eurya emarginata, Nov 236 S 

Ficus roxburghii, pruning, Sept 167 S 

Flannel bush (Fremontia), in Northwest, 
Mar 212 N 

For autumn color, Oct 260 C 

Freeway landscaping, records of shrubs 
used for, May 244C,S 

Fuchsia pruning, Feb 149 C 

Full grown shrubs, care of, June 183 C 

Gardenia grown in Portland, July 145 N 

Gardenias, care of yellow foliage, June 184 S 

Geraldton waxflower (Chamaelaucium 
ciliatum), Nov 236 S 

Heath ‘Springwood White,’ Feb 149 N 

Heath ‘Springwood White,’ dwarf Mediter- 
ranean, Nov 248 N 

Hibiscus, Aug 133 S 

Hibiscus, pruning, Mar 206 S 

Hibiscus, year-around bloom, Sept 167 C 

Hollies, red-berried, Dec 168 C,S 

Holly ‘Nellie R. Stevens,’ Jan 148 N 

Hydrangeas, May 275 C, 273 S; June 214 N 

Hydrangeas, pruning, Jan 123S 

Ice plant, bush-type, Mar 205 C, S 

Island bush poppy (Dendromecon harfordii), 
in Northwest, Mar 212 N 


SHRUBS (Cont.) 


Jacobinia, care of, May 235 S 
Japanese flowering quince, Apr 199 N 
Junipers, planting, Feb 166 S; Mar 229 C 
Laurestinus (Viburnum tinus), Jan 124 N 
Lemonade berry (Rhus integrifolia), three 
ways to use, Apr 242 S 
Ligustrum ‘Suwanee River,’ Nov 235 N, C 
Lilac ‘Lavender Lady,’ Apr 199 S 
Lily-of-the-valley shrub (Pieris japonica), 
grown in Southwest, Apr 238 S 
Nandina, pruning, Jan 124S 
Natal plum (Carissa grandiflora ‘Prostrata’), 
June 185 S 
Native bush poppy (Dendromecon rigida), 
June 1858S . 
Oaks, Oregon dwarf, Nov 260 N 
Oregon grape (Mahonia), Feb 150 N 
Oleander (Nerium oleander), July 168 S 
Pernettya mucronata, Sept 168 N 
Pineapple guava (Feijoa sellowiana), 
Oct 230 S 
Poinsettias, care of gift plants, Jan 123 N 
Purple hop bush (Dodonaea viscosa 
‘Purpurea’), Aug 183 C; Nov 235 S 
Pyracantha, pruning, Jan 123S 
Rhododendron, Korean (R. mucronulatum), 
Feb 149 N 
Rhododendron ‘Cotton Candy,’ July 145 N 
Rhododendrons, causes of failures, 
Mar 205 N 
Rhododendrons, dwarf, Apr 256 N 
Rhododendrons, ground covers to grow 
under, Mar 220 N 
Rhododendrons, March blooming dwarfs, 
Mar 205 C 
Roses, bare-root, planting, Dec 165 S 
Roses, buying bare-root, Jan 123 C,S 
Roses, climbing roses for east of the 
Cascades, June 196 N 
Roses, good for cutting, Oct 229 N, 230 C 
Roses, June care, June 207 S 
Roses, monthly care guide, Jan 27 all 
Roses, 1963 All-America Rose Awards, 
June 185 C 
Roses, sawdust mulch for, Apr 231 N 
Sageleaf rockrose (Cistus salvifolius), 
Nov 264 C i 
Scotch broom, getting rid of, May 235 N 
Spidernet grevillea (G. thelemanniana), 
Aug 1545S 
Streptosolen (S. jamesonii), Aug 154 S 
Tall shrubs grown as small trees, 
June 208 N; Aug 144 C 
Tall shrubs which reach tree size, 
Nov 260 C, 242 S 
Teucriums, Oct 230 S 
Texas ranger (Leucophyllum frutescens), 
Aug 1384S 
Third Fuchsia Book, The, book review, 
Aug 134 C 
Tobira as a standard, Mar 220 S$ 
Viburnum bodnantense, Nov 262 N 
Witch hazel, winter blooming (Hamamelis 
mollis), Jan 123 N 





SOILS 


Clods, breaking up easily, May 235 C 
Dry soil storage, Nov 235 N, C 
Iron and zinc deficiencies, Sept 167 S 
Los Angeles soils, cultivating, June 194 S 
Potting soil, how to mix, Mar 248 all 
Redwood sawdust, soil additive, May 287 S 
Remedies for too clayey or sandy soil, 

Apr 234 N, C, 233 S 
Soil poisons, eastern Wash., Apr 199 N 
Soil preparation before planting, Aug 193 N 
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STAKES, SUPPORTS 


Trellis for berry vines, Apr 199 N 
Vine supports, Apr 204 all 

Ways to stake flowers, July 158 C 
Wire plant supports, June 198 N 


SUCCULENTS 


Christmas cactus, Dec 176 C 

How to root cuttings, Mar 214 C, 238 S; 
Apr 238 N 

Ice plant, bush type, Mar 205 C,S 

Maternity plant (Kalanchoe daigremonti- 
ana), Feb 149 N 

Sedum with purple-leafed plum, Sept 168 C 


TOOLS 


Bank planting ladder, Mar 103 all 

Can cutter for amateurs, Mar 205 C, 206 S 

Garden scoop, Apr 239 S 

Hedge shears to cut back ground covers, 
edgings, Apr 200 C 

Hose storage, July 146 S; Sept 168 N, C 

Hoses, handling easier, June 185 C 

Leaf rake, water powered, Oct 230 N, C 

Measuring pail, May 285 S; June 219 N, 
213 C 

Screwdriver for weeding, Jan 1845 


TREES 
Agonis flexuosa, July 1455S 
Australian willow (Geijera parviflora), 
Apr 233 C, 237 S 
Autumn Higan cherry (Prunus subhirtella 
‘Autumnalis’), Oct 240 N 
B & B trees, planting, Mar 240 N, 235 C,S 
Banana (Musa), Mar 214 §; July 170 C 
Bare-root planting, Jan 123 C,S 
Big trees, how to keep healthy, Apr 242 N 
Bird-of-paradise bush (Poinciana gilliesii), 
July 145 C 
California white alder (Alnus rhombifolia), 
Jan 128 C 
Chir pine (Pinus roxburghii), May 2745 
Choosing, Sunset chart, Feb 152 all 
Coast live oak, 11-year-old, Jan 128S 
Conifers, identifying, Dec 168 N, 1745S 
Corkscrew willow (Salix matsudana 
‘Tortuosa’), Feb 149 N 
Crape myrtle (Lagerstroemia indica), 
July 168 5 
Cypress, Monterey, bark canker, Feb 151 C 
English yew (Taxus baccata), espaliered on 
wall, July 145 S; Oct 231 C 
Eucalyptus lehmanii windbreak, July 145 S 
Fern pine (Podocarpus elongata), Sept 74S 
Flaxleaf paper-bark (Melaleuca linaritfolia), 
Nov 2645 
Frangipani (Plumeria rubra), July 175 S 
Frangipani (Plumeria rubra ‘Acutifolia’), 
May 2365S 
Freeway landscaping, records of trees used 
for, May 240 C,S 
Grown in containers, Apr 239 C 
Higan cherry (Prunus subhirtella), 
Apr 214 N 
Honeylocust (Gleditsia triacanthos 
‘Inermis’), Oct 240 N 
Japanese maidenhair (Ginkgo biloba), 
Oct 230 N, 229 C 
Japanese maple (Acer palmatum), 
Oct 242 N 
Japanese podocarpus (P. nagi), Nov 236 S 
Magnolias, five late-spring, Mar 210 N 
Mountain-mahoganies, Oct 248 N, S, 
244 C 


1962 


TREES (Cont.) 


Maples, young, sun-wind control for, 
May 281 C 
Mayten (Maytenus boaria), Mar 225 C 
Modesto ash, aphids on, June 184 C 
Modesto ash (Frazxinus velutina ‘Modesto’), 
July 176 C,S 
Monterey pine (Pinus radiata), Mar 205 C 
Moving, May 235 N 
New Zealand Christmas tree (Metrosideros 
tomentosa), June 185 S$ 
New Zealand lacebark (Hoheria populnea), 
Nov 264 C 
Northern red oak (Quercus borealis), 
Nov 235 S$ 
Oaks from your own acorns, Sept 174 C,S 
Olives, 3 planted in one hole, Feb 162 C, S 
Olives in the garden, Oct 240 C, S 
Palms of the low desert, Jan 140S 
Palo verdes, Apr 201 S 
Pines, garden of, Dec 170 C,S 
Plum, flowering (Prunus triloba), Jan 123 C 
Purpleleaf plum (Prunus cerasifera 
‘Pissardii’), Oct 242 N 
Queensland kauri (Agathis robusta), 
Nov 262 C,S 
Queensland lacebark or pink bottle tree 
(Brachychiton discolor), Nov 264S 
Redwoods, planted around terrace, 
May 250 C; June 220 N; Sept 172S 
River or red birch (Betula nigra), 
Nov 2675S 
Scheidecker crabapple (Malus scheideckeri), 
Oct 242 N 
Sequoia, a fast growing tree, Jan 128 S 
Shade trees for Northwest, Oct 240 N 
Shading trunks of newly planted trees, 
June 183 S 
Siberian pea shrub (Caragana arborescens), 
May 279 N : 
Silk oak (Grevillea robusta), Mar 212 C 
Sweetgum (Liquidambar styraciflua), 
Oct 242 N 
Sweet shade (Hymenosporum flavum), 
Oct 230 S 
Tall shrubs grown as small trees, 
June 208 N; Aug 144 C 
Thinning new growth, June 183 S 
Tree and raised bed combination, 
June 220 C, 2148 
Trees Against the Wind, bulletin review, 
Oct 229 N 
Western larch (Larix occidentalis), native 
for northern exposure, Sept 167 N 
Yews, Mar 220 C; Oct 266 S; Nov 269 N 


TROPICALS AND SUBTROPICALS 


Aspidistra (A. elatior), grown outdoors, 
Sept 200 N; Oct 271 C 
Bird of paradise (Strelitzia reginae), 
Feb 151 C, 149S 
Cycads, May 2375S 
Cymbidiums grown outdoors, June 184 5 
Dragon tree (Dracaena draco), May 236 S 
Dwarf heliconia (H. psittacorum), 
Jan 148 S$ 
Early spring culture of subtropicals, 
Mar 207 S 
Feeding tropicals, subtropicals, May 235 S 
Fishtail palms, May 236 S 
Frost protection for subtropicals, Jan 123 S 
Geometry plant (Bucida buceras), Jan 148 S 
Ginger, Aug 134 S; Sept 184C,S 
Hawaiian natives in So. Calif., May 116S 
Planting subtropicals, June 183 S 
Subtropical plant maintenance, Apr 199 S 
Tree ferns, miniature, Apr 242 C 


VEGETABLES 


Asparagus, Mar 206 N 

Bean sprouts, grown in kitchen, Jan 134 C 
Brussels sprouts, Oct 248 C, 260 S 

Cherry tomatoes in hanging pots, Apr 208 all 
How to feed and water, June 200 all 

Lettuce ‘Fordhook,’ Apr 200 S 

Ornamental perennial vegetables, Jan 123 S 
Salad pole, Aug 183 N 

Tomatoes, grown in containers, June 184 C 
Tomatoes, planting, May 235 C 

Tomatoes, saving your own seed, Sept 168 C 
Tomatoes in coastal gardens, July 146 S 
Zucchini, May 237 N 


VINES 


Asparagus fern (A. plumosus), Nov 236 S 
Choosing, training vines, Apr 202 all 
Clematis, layering, Feb 149 N 
Clematis grown in container, July 145S 
Euonymus fortunei, Nov 235 N, 236 C 
Evergreen clematis (C. armandii), training 
on wooden frame, May 246 N 
Freeway landscaping, records of vines 
used for, May 246 C,S 
Grapevine on a framework, ideas, Mar 96 N 
Jade vine, June 220S 
Lilac vine (Hardenbergia comptoniana), 
Sept 190 C 
Star jasmine in container, June 208 C, 206S 
Sweet peas, for February bloom, Sept 190 S 
Sweet peas, planting, Oct 231 C 
Sweet peas, soil preparation for, July 145 S 
Trumpet creeper (Campsis tagliabuana), 
Aug 1383 N 
Vines in containers, Apr 206 all 


WATER AND 
WATER PLANTS 


Backyard lake and swimming hole, 
July 168 N 

Garden waterfalls, July 156 N 

Plumbing and pumps for garden pools, 
installing yourself, May 132 all 


WATERING 


Annuals and vegetables, how to water, 
June 200 all 
Container plants, how to water, 
May 271 C, 270S 
Garden faucet, adding a, Sept 180 all 
Heat wave, plant protection, June 194 C 
“Reservoir” tree watering, Feb 160 C,S 
Sprinkler heads in plastic hose, July 148 all 
Summer watering, June 183 S 
Tapering off watering in fall, Oct 229 C 
Watering tips, summer months, Aug 133 C 


WEEDS AND WEED KILLERS 


Dichondra, weed killer for, use on, 

Apr 238 C, 246 S 
Scotch broom, getting rid of, May 235 N 
Weed control, Feb 149 C, 151S 
Weeding between bricks, Aug 147 N 
Weeds, counter attack on, May 238 all 


WINTER PROTECTION 


Cold weather damage, notes on, Nov 236 N 
Drainage, improving, Nov 236 N, 235 S 

For tools and furniture, Nov 236 N 

Frost protection, Nov 235 C,S 

Frost protection for subtropicals, Jan 123 S 
Wind control, Sept 167S 
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Magazine Files with Index $1 


Our newest and most economical way of making past 
issues of SUNSET more useful. Each sturdy card- 
board magazine file holds six issues. 

Files assemble in seconds and last for years. Use on 
your bookshelf or in the kitchen or workshop — any- 
where you need and use SUNSET. You receive one 
index (any year) and two 6-monih files: $1. 


12-lssue Magazine Binder $2 


This popular 12-issue binder opens flat for easy ref- 
erence. Covered in dark green leatherette and im- 
printed with the year you specify, the binders are 
handsome additions to your bookshelf. 

When used with the annual SUNSET Index, each 
full binder becomes an encyclopedia of gardening, 
travel, food and building. 12-issue Binder: $2. 


Two good ways to save your copies of Sumsef 


... choose the one that fits your needs 





Whether you choose magazine files or the 
binder, your SUNSETS become more val- 
uable to you. Copies are kept together 
neatly and attractively, protected against 
damage and ready for use. 


Binder orders should specify the number 
of single units desired (each binder holds 
12 issues) and the years you wish im- 
printed. Imprinting is available for any 
year from 1953 through the current and 
following year. One binder: $2. 


Magazine file orders should specify the 
number of pairs (a pair holds 12 issues) 
and the year of the index you wish with 
each pair. But no year need be specified 
for the files as they are not imprinted and 
may be used for any year. One pair mag- 
azine files, plus one index: $1. 


Indexes are available for each of the past 
ten years (indexes are included in the 
price only with magazine files; ordered 
otherwise, 25¢ per index). 





Please add 4% sales tax on all Cali- 
fornia orders. 


Please add 50¢ postage on binder or 
file orders outside California, Oregon, 
Washington, Arizona, Nevada, Idaho, 
Utah, and Hawaii. 


Show your ZIP Code to speed delivery. 





Send your order and payment to: 
SUNSET MAGAZINE 
MENLO PARK, CALIFORNIA 94025 











